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NDSG-18-72 
Double Tier Food Shield 


Ended Base Tabie тал ,;, Now That's SMART FABRICATION" 


CUSTOM FABRICATION 


- Installation of Buyout Equipment - Food Shields 
- Buyout Equipment Can Be Pre-Wired - Laminate & Custom Vinyl Wraps 
- Load Centers Added Designed In-House 


Concealed Load Centers Custom Electrical Chases Wall Flashing in 16, 18 or 
for safety & easy access for buyout equipment 20 Ga. Stainless Steel & 
polished to a satin finish 


TA-500A 
Custom Vinyl Wrap 


Step Down 


CREATE, ACCESSORIZE, UPSELL 


Buildatable & Buildasink Are Simple And Easy-To-Use Website 


Tools That Allow You To Click And Choose Accessories For Either H ü" тм 
.com 
A Work Table Or Sink. buildasink ‘com 


by ADVANCE TABCO. 


A 


For Smart Fabrication'M Quotes 


Email Smartfab@advancetabco.com or call our Estimating Department at 800-498-6634. 


ONLINE SERVICES AVAILABLE AT 
advancetabco.com 


ACCOUNT ACCESS - CREATE A CUSTOMER LOC-IN 
& FOLLOW THE COMPLETE PROCESS OF YOUR ORDERS 


KEEP TRACK OF: ALSO AVAILABLE ONLINE: 
: Print Status - Spec Sheets, CAD & Revit Drawings 
. Shipment Tracking Status - Installation Guides 

: Real-time Order Status : Product Support 

- Latest Sales Flyer : Photo & Video Library 

: Excess Inventory Lists : Literature Requests 


YOU CAN ALSO FIND US ON AUTOQUOTES, KCL CADALOG 
AND THE FEDA DATA REPOSITORY 


CUSTOMER SERVICE IS AVAILABLE TO ASSIST YOU! (8:50AM - 7:00PM EST) 
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Drop-In Sinks 


Holes Punched 4” O.C. For Faucet Hole Revision Order K-472 $176 Cut-Out Size Requires 1-1/4” Radius Corners. Maximum Counter Thickness Is 2”. 


INCLUDES K-52 LEAD FREE COMPLIANT FAUCET & BASKET DRAIN. (DI-1-25 INCLUDES 2” DRAIN WITH STRAINER PLATE) 
(To delete faucet, order К-520МІТ and deduct $24) 


ONE COMPARTMENT 


Countertop Mounted, Self Rim Design 


Щ All Sinks on this Page Ship Via UPS 


5 


DI-1-5 $825 


10” x 14” x 5” Bowl 
Overall: 13” x 19” 
Cut-out: 12 1/4” x 18 1/4” 
12 Ibs. 2 cu. ft. 20 gauge 


ds 


DI-1-35 $963 
14" x 10" x 5" Bowl 
Overall: 17" x 15" 
Cut-out: 16 1/4" x 14 1/4" 
10 Ibs. 2 cu. ft. 20 gauge 


DI-1-5SP $2159 
6" Tapered Side Splash 
Splash on Rear and Both Sides 


DI-1-10 $935 
10" x 14" x 10" Bowl 
Overall: 13" x 19" 
Cut-out: 12 1/4" x 18 1/4" 
14 Ibs. 2 cu. Ё. 20 gauge 


DI-1-168 $1200 


16" x 14" x 8" Bowl 
Overall: 19" x 19" 
Cut-out: 18 1/4" x 18 1/4" 
20 Ibs. 3 cu. ft. 18 gauge 


DI-1-10SP $2319 
6" Tapered Side Splash 
Splash on Rear and Both Sides 


DI-1-25 $919 
Space Saver 

9" x 9" x 5" Bowl 
Overall: 12" x 14" 
Cut-out: 11 1/4" x 18 1/4" 
8 lbs. 2 cu. ft. 20 gauge 


м. 


DI-1-208 $1284 


20” x 16” x 8” Bowl 
Overall: 23” x 21” 
Cut-out: 22 1/4” x 20 1/4” 
20 Ibs. 3 cu. ft. 18 gauge 


For Residential Finish & Packaging, 
Add K-350 $503 


DI-1-1515 $1056 


12 1/4" x 10 1/4" x 6" Bowl 
Overall: 15" x 15" 

Cut-out: 14 1/4" x 14 1/4" 
Requires 1 1/2" Radius Corners 
11 Ibs. 2 cu. ft. 20 gauge 


< 


DI-1-2012 $1474 
20” x 16” x 12” Bowl 


Overall: 23” x 21” 
Cut-out: 22 1/4” x 20 1/4” 
20 Ibs. 6 cu. ft. 18 gauge 


IMPROVED! 


Stronger Acuator 


Splash on 


All 3 Sides 


DI-1-30 $1408 
2" Tapered Side Splash 
14" x 10" x 5” Bowl 


Includes 
water filler 
faucet, 
grating 
& drain 


Overall: 16" x 15" 
Cut-out: 15" x 14 1/4" 
12 Ibs. 2 cu. Ё. 20 gauge 


10” x 14” x 5” Bowl 
Overall: 13” x 19” 
Cut-out: 12 1/4” x 18 1/4” 
16 Ibs. 2 cu. ft. 20 gauge 


Optional 12” Tapered Side Splash Upgrade K-12SS $638 


10” x 14” x 10” Bowl 
Overall: 13” x 19” 
Cut-out: 12 1/4” x 18 1/4” 
18 Ibs. 2 cu. ft. 20 gauge 


DI-1-9 $1466 
Filler Station 
9” x 9” x 3” Bowl 
Overall: 12” x 14” 
Cut-out: 11 1/4” x 13 1/4” 
15 Ibs. 2 cu. ft. 20 gauge 


Removable 8" Splash Wrap 


for Existing Drop-In Sinks $1133 ea. The Largest One Compartment 


Drop-In Sink in the Industry! 


Model # Fits Drop-In Sink: 

K-614A DI-1-25 & 01-1-9 DI-1-2812 $2512 

K-614B DI-1-5 & DI-10 28" x 20" x 12" Bowl 

K-614C 01-1-1515 Overall: 31” х 25” 

K-614D DI-1-30 & DI-1-35 Cut-out: 30 1/4” x 24 1/4” 

K-614E DI-1-168 > “7 47 lbs. 7 cu. ft. 16 gauge 

K-614F 01-1-208 & 01-1-2012 Protect Your 

K-614G 01-1-2812 Supplied with K-53 Lead Free Compliant Faucet & Basket Drain 


i ! 
Surrounding Area! (To delete faucet, Order K-53OMIT and deduct $24) 


A WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 3 


Qo Ij? = hip Via UPS 
Drop-In Sinks 
Holes Punched 4" O.C. For Faucet Hole Revision Order K-472 $176. Cut-Out Size Requires 1-1/4" Radius Corners. 


Maximum Counter Thickness Is 2". 
INCLUDES K-50 LEAD FREE COMPLIANT FAUCET & BASKET DRAIN (To delete faucet, order К-500МІТ and deduct $24) 


TWO COMPARTMENT THREE COMPARTMENT 


Countertop Mounted, Self Rim Design Countertop Mounted, Self Rim Design 
; DI-3-10 $2796 € 

y / 10” x 14” x 10” Bowl 

i | / Overall: 38” x 19” 
Cut-out: 37 1/4” x 18 1/4” 

Хет 34 Ibs. 5 cu. ft. 20 gauge 

DI-2-10 $1850 & DI-2-2012 $2910 

10" x 14" x 10" Bowl 20" x 16" x 12" Bowl DI-3-141 0 $3747 

Overall: 25 1/2" x 19" Overall: 45 1/2" x 21" 16" x 14" x 10" Bowl 

Cut-out: 24 3/4" x 18 1/4" Cut-out: 44 3/4" x 20 1/4" Overall: 50" x 21" 

26 Ibs. 4 cu. ft. 20 gauge 42 lbs. 9 cu. ft. 18 gauge Cut-out: 49 1/4" x 20 1/4" 


38 Ibs. 8 cu. ft. 18 gauge 


DI-3-1612 $4221 


DI-2-1410 $2781 @ DI-2-208 $2275 2” 
14” x 16” x 10” Bowl 20” x 16” x 8” Bowl Шашы ры , 
Cut-out: 55 1/4” x 24 1/4' 
Overall: 33 1/2” x 21” Overall: 45 1/2” x 21” 
60 Ibs. 12 cu. ft. 18 gauge 
Cut-out: 32 3/4” x 20 1/4” Cut-out: 44 3/4” x 20 1/4” 
35 Ibs. 6 cu. ft. 18 gauge 40 Ibs. 6 cu. ft. 18 gauge Includes a K-53 Faucet. To delete, order К-53ОМІТ & deduct $24 


DID YOU KNOW? 2 & 3 Compartment Drop-In Sinks are N.S.F. Approved when only used in Mobile Food Carts and Kiosks. 


Deck Mounted Faucets, Spouts & Mounting Clips 


ME 
I n cuator ; ; ; 
Drinking 8” Swing Water Filler Swing Spout mounting Clips 
Bubbler Spout Faucet Faucet & Spray = 
К-47 $1057 K-50 K-54 K-58 $444 а 
LE $377 м.” 8-1/4” High $744 8” О.С. 
@ 4" О.С. К-54А " T 
12" High $845 
Deck Mounted 3-1/2" Large 8-1/2" EXTRA HEAVY DUTY 
Si ! H а! $ tG k k For Countertops Over 
ingle Handle Gooseneck pout Goosenec Goosenec Y 7/8" & up to 2" Thick 
Faucet K-52 $331 K-62 $644 ГЕ Quantity supplied (4-Pack), 
K-48 $740 ГЕ РОС 4" О.С. varies based оп drop-in sink 
w Ets Upgra de ordered. 
K-28 $21 Ø 
Wrist Handles for (9) 
Deck Mt. Faucets F * 
AUCET REPAIR КІТ5 K-00B 
K-316-LU $167 W р For K-50, K-52, K-53, K-55, K-56 м Shown 
12” Swing Spout Deck Mounted 6” Deck Mounted K-00B $168 eo 
K-53 $626 5? Faucet with Extended Faucet оао ARN аса be 
д : *Can Only Be Used On Faucets Purchase 
Handles with Wrist Handles After January 2016. For Older Faucets, van eo 
K-56 K-208 Ам Consult Customer Service. = at # 
$473 @ « 4| a $653 Ø / ` For K-54 & K-54A Filler Faucet н 
b QN db soc 9 K-02 $140 — — | K-02A $140 
i. l” : Purchased from f^. А.е | Purchased before әш» 
Қа; w 2016 to 2019 Ў | 2016 orater2019 |=“ 


4 A WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 


SMART SERIES" 


Countertop Mounted, Self Rim Design А 
Drop-In Sinks 

Maximum Counter Thickness is 2”. 8” О.С. Faucet Holes: Unit punched with 1-1/4” Diameter 

for the hot & cold water supply lines. Center hole punched with 1” Diameter. 

For Faucet Hole Revision Order K-472 $176. 


“18 Gauge, Seamless Deep Drawn Self Rimming Stainless Steel Bowls. 
* Bowls Are Sound Deadened. 


• Flat Deck Allowing More Faucet Options. 


• Units Feature Advance Tabco's Smart Finish. 


SINGLE BOWL DROP-IN SINKS 


* Faucet Optional 


Bowl Size 
LxW 


Cut-Out Size 


Wt. 


Cu. Ft. 


(1 1/4" Radius Corners) 


SS-1-1715-7 
Shown 


SS-1-1319-10 51527 13”x 19” 14” x 10” x 10" 12 1/4” x 18 1/4” 14 Ibs. 2 

SS-1-1715-7 1527 17х15 14” x 10” x 7 1/2” 16 1/4" x 14 1/4" le 2 

SS-1-1715-10 1702 17%х15 14” x 10” x 10” 16 1/4° х 14 1/4 — 1416. — 3 S9-1-2321-10 

SS-1-1919-7 1814 19x19 16° х 14° х7 1/27” 18 1/4°х 18 1/4 16165. 3 Shown 

SS-1-1919-10 1915 19x19 16” x 14” x 10” 181/4'x18 1/4' 18165. 4 

SS-1-1919-12 1993 19”x 19” 16” x 14" x 12" 18 1/4° х 18 1/4 20165. 4 

SS-1-2321-10 2155 23°х21” 20” x 16” x 10" 22 1/4” х 20 1/4” 221р6. 6 

SS-1-2321-12 2291 23° х21” 20” x 16” x 12” 22 1/4” x 20 1/4” 24165. 6 

DOUBLE BOWL DROP-IN SINKS 

SS-2-3321-10 2465 331/2" x21”  14'"x16"x10" 32 3/4” x 20 1/4” 35lbs. 6 

SS-2-3321-12 2688 331/2 x21” 14”х16”х12” 32 3/4” x 20 1/4" 37165. 9 

55-2-4521-10: 2893 451/2"x21”  20"x16"x10" 44 3/4” x 20 1/4” 39165. 

SS-2-4521-12* 3161 451/2" x21” 20”х16”х12” 44 3/4” x 20 1/4” 40165. 10 “ 
55-2-3321-10 
Shown 


STAINLESS STEEL SINK GRIDS 


* Perforated Grid 
• Raised Bottom 
* Side Notches for Easy Removal 


K-610 $1066 
(Specify Bowl Size When Ordering) 


Undermount Bowls are suitable to be welded by others into 
stainless steel products. Multiple compartment assemblies 


*3 1/2" Drain Opening 


* 1-1/4" Outside Flange 
Undermounts available. Call for pricing. 
# Of Bowl Size 
Model # Price Compartments Gauge LxWxD Radius О.Р”. Trim Size 
1014B-05 $553 1 20 10” x 14" x 5" 2" 12 1/2" x 16 1/2" 
1014A-10 672 1 20 10" x 14" x 10" 2% 12 1/2” x 16 1/2” 
1014A-10A 867 1 18 10” x 14” x 10” 2” 12 1/2” x 16 1/2” 
CO-1014A-10RE* 1222 1 18 10” x 14” x 10” 29 12 1/2" x 16 1/2" 
2 1014-210-BAD 1494 2 18 10” x 14” x 10” 2” 25” x 16 1/2” 
5 1014-310-BAD 2345 3 18 10” x 14” x 10” 2” Ө WE le We? 
p— t d ү CO-1416A-10RE* 1296 1 18 14” x 16” x 10” 3” 12 1/2” x 18 1/2” 
2028A-12 Shown 1416-212-BAD 2485 2 18 14” x 16" x 12" au 33" x 18 1/2" 
1416-312-BAD 3816 3 18 14" x 16" x 12" 3" 49 1/2" x 18 1/2" 
1620A-10 1076 1 18 16" x 20" x 10" 3" 18 1/2" x 22 1/2" 
1620A-12 1279 1 18 16" x 20" x 12" 9. 18 1/2" x 22 1/2" 
1620A-14A 1584 1 14 16" x 20" x 14" 3i 18 1/2” х 22 1/2” 
1620-212-BAD 2739 2 16 16” x 20” x 12” 3” 37” x 22 1/2” 
1620-312-BAD 4198 3 16 16” x 20” x 12” a 55 1/2" x22 1/2" 
2020A-12 1432 1 18 20" x 20" x 12" з" 22 1/2” x 22 1/2” 
2020A-14 1546 1 18 20” x 20” x 14” e РРЖІРЖУРРЖҮРИ 
2028А-12 2373 1 16 20” x 28” x 12” 3” 22 1/2” x 30 1/2” 
2028A-14A 2665 1 14 20” x 28” x 14” еу 22 1/2" x 30 1/2" 
2424A-14A 2792 1 14 24” x 24" x 14" g" 26 1/2” x 26 1/2” 


CO-1014A-10RE Shown 
* Includes Residential Finish &Packaging. Add K-350 $503 for Other Models to Add Residential Finish & Packaging. 


A WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that аге known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 
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Hand Washing Sinks 
To delete faucet, order K-590MIT and deduct $24 eo 


4 = All Sinks On This Page Ship Via UPS (NSF) All Sinks on this Page 


STANDARD UNITS 


Bowl Size: 10" x 14" x 5" e Overall Size: 15 1/4" x 17 1/4" Unless Otherwise Specified 
Includes K-59 Splash Mount Faucet, 3-1/2" Basket Drain & Wall Bracket (Unless Otherwise Specified) 


7-PS-60 $839 = 


Standard Unit 
13 Ibs. 2 cu. ft. 20 gauge 


7-PS-68 $998 
K-316 Splash Mount 
Wrist Handle Faucet 

13 Ibs. 2 cu. ft. 20 gauge 


= 


T 


7-PS-54 $1014 
1 1/2" P-Trap 
15 Ibs. 2 cu. ft. 20 gauge 


7-PS-50 $1097 
Lever Operated 

with Overflow & P-Trap 
15 Ibs. 2 cu. ft. 20 gauge 


ЅІрЕ SPLASH UNITS 


Bowl Size: 10" x 14" x 5" e Overall Size: 15 1/4" x 17 1/4" Unless Otherwise Specified 


о = 
LARGEST SELECTION ` 


С, OF HAND WASH SINKS IN THE INDUSTRY 


7-PS-67 $928 


Lever Operated 
15 Ibs. 2 cu. ft. 20 gauge 


7-PS-20 $875 
K-22 Deck Mount Faucet 
15 lbs. Scu.ft. 20 gauge 


Overall Size: 
17-1/4" x 17-1/4” 


Includes 7-3/4" High Welded Side Splashes, K-59 Splash Mount Faucet, 3-1/2" Basket Drain & Wall Bracket (Unless Otherwise Specified) 


= 


7-PS-66R or L 
$1324 

Right or Left Side Splash 
13 Ibs. 2 cu. ft. 20 gauge 


7-PS-66 
$1428 

Standard Unit 

19 Ibs. 2 cu. ft. 20 gauge 


Unit Shown: 
7-PS-66R 


7-PS-40 7-PS-76 
$1744 $2228 

Lever Operated Full Length Removable 
With Overflow & P-Trap Utility Tray 


20 Ibs. 2 cu. ft. 20 gauge K-59 Splash Mt. Faucet 

Lever Operated 

With Overflow & P-Trap 

12" High Welded Side Splashes 


24 Ibs. 2 cu. ft. 20 gauge 


- 
© 


You Сап Add Side Splashes То Any Hand Sink 


See Page 12 


АМ WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the 
State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 


7-PS-66W 
$1536 

K-316 Splash Mt. Faucet 
w/ Wrist Handles 

19 Ibs. 2 cu. ft. 20 gauge 


7-PS-87 

$2881 

Towel & Soap Dispenser 
K-316 Splash Mt. Faucet 
with Wrist Handles 
Lever Operated 


. With Overflow & P-Trap 


34 Ibs. 10 cu. ft. 20 gauge 


7-PS-73 $2798 


7 3/4" High Side Splashes 
Towel Dispenser 

Deck Mt. Soap Dispenser 
K-123 Splash Mt. Faucet 
31 Ibs. 5 cu. ft. 20 gauge 


@ All Sinks on this Page ЩЫ All Sinks On This Page Ship Via UPS Hand Washing Sinks 
Soap & Towrzr DISPENSER UNITS 


Bowl Size: 10" x 14" x 5" • Overall Size: 15 1/4" x 17 1/4” 
Includes C-Fold Style Towel Dispenser, Liquid Soap Dispenser, K-59 Splash Mount Faucet, 3-1/2" Basket Drain & Wall Bracket (Unless Otherwise Specified) 
To delete faucet, order K-590MIT and deduct $24 


ALL-IN-ONE 
UNIT 
7-PS-69 $3099 7-PS-79 $2094 7-PS-80 $2296 7-PS-85 $2554 7-PS-131 $5192 
Splash Mounted Faucet Standard Unit Lever Operated P-Trap & Skirt All-In-One 
With Wrist Handles 32 Ibs. 10 cu. ft. 20 gauge With Overflow & P-Trap 35 Ibs. 6 cu. ft. 20 gauge Touchless Soap Dispenser 
Lever Operated With 32 Ibs. 10 cu. ft. 20 gauge Towel Dispenser 


Overflow & P-Trap 

Side Support Brackets 
K-69 (T&S) Faucet 

35 Ibs. 6 cu. ft. 20 gauge 


7-3/4" High Side Splashes 
K-175 Faucet 
40 lbs. 10 cu. ft. 20 gauge 


UNDERMOUNT TOWEL DISPENSER UNITS 
7-PS-41 $6200 ^ Available with K-123 "D" Spout 7-PS-65 $2440 


A.D.A. Compliant Tapered Bowl Design | Splash Mt. Wrist Handle Faucet Undermount Towel Dispenser 
Hands Free Operated Faucet 2 7-Р5-46 54114 with Skirt 

Undermount Towel Dispenser P > Deck Mounted Soap Dispenser 
1-1/2” Drain w/ Flat-Top Strainer Plate ~ For More A.D.A. Compliant K-22 Deck Mounted Faucet 

16 Gauge Skirt with Enclosed Bottom Sinks, please see page 10. 35 Ibs. 10 cu. ft. 20 gauge 

For Storage w/ Removable Access Panel ‹ 

43 Ibs. 8 cu. ft. 18 gauge 


Bowl Size: 9" x 9" x 5" • Overall Size: 16" x 12" 
1 A di WIDE S PACE SAVER UNITS йы 2° Brain With Flat Tee ie Wall сш 
7-PS-22 $1081 7-PS-23 $1130 7-PS-53 $3218 7-PS-56 $1729 
K-123 Splash Mounted Faucet K-175 Splash Mt. Electronic Faucet K-123 Splash Mounted Faucet 


K-22 Deck Mounted Faucet 


1216. 2 cu. ft. 20 gauge 12 Ibs. 2 cu. ft. 20 gauge 12 Ibs. 2 cu. ft. 20 gauge 8” High Side Splashes 


14 105. 2cu.ft. 20 gauge 


SoAP/Towrr UNITS 
7-PS-84 $2211 
7-PS-83 $2122 Towel Dispenser 


Towel Dispenser Deck Mt. Soap Dispenser 
Deck Mt. Soap Dispenser K-123 Splash Mt. Faucet 

K-22 Deck Mt. Faucet 27 Ibs. 5 cu. ft. 20 gauge 
27 lbs. 5 cu. ft. 20 gauge 


7-PS-89 $4039 Jn e 
7 3/4" High Side Splashes 


7-PS-88 $2269 7 3/4" High Side Splashes p Towel Dispenser 
Undermount Towel Dispenser P Towel Dispenser < : Deck Mt. Soap Dispenser 
Deck Mt. Soap Dispenser K-123 Splash Mt. Faucet 
K-175 Splash Mt. Electronic Faucet 31 Ibs. 5 cu. ft. 20 gauge 
40 Ibs. 5 cu. ft. 20 gauge 


7-PS-73 $2798 


Deck Mt. Soap Dispenser 
K-22 Deck Mt. Faucet 
23 Ibs. 10 cu. ft. 20 gauge 


Ж WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info., visit www.p65warnings.ca.gov. 7 


@ All Sinks on this Page ГЕ All Sinks On This Page Ship Via UPS 


Hand Washing Sinks 


HANDS-FREE ELECTRONIC OPERATED FAUCETS 
Bowl Size: 10" x 14" x 5” • Overall Size: 15 1/4” x 17 1/4" Includes K-175 AC/DC Powered Electronic Operated Faucet 


7-PS-51 $3182 . 7-PS-61 $2927 

Equal to 7-PS-50 w/ K-175 Faucet Equal to 7-PS-60 w/ K-175 Faucet 
21 Ibs. 2си. ft. 20 gauge 19 lbs. 2cu. ft. 20 gauge 
7-PS-81 $4381 


KNEE VALVE OPERATED FAUCETS 


Includes Single Knee Valve (With Built-In Mixing Valve), K-121 Splash Mt. Gooseneck Spout, Skirt, 3-1/2” Basket Drain (Otherwise Noted) & Wall Bracket 


7-PS-62 $2137 7-PS-30 $2301 7-PS-59 $2763 


Standard Unit Large Bowl Size Side Splash Unit 

Bowl Size: 10” x 14” x 5” Bowl Size: 16” (F/B) x 14” x 6” Bowl Size: 10” x 14” x 5” 
Overall : 15-1/4" x 17-1/4" Overall : 21-1/4" (F/B) x 17-1/4" Overall : 15-1/4" x 17-1/4" 
25 Ibs. 2 cu. ft. 20 gauge 33 Ibs. 8 cu. ft. 18 gauge 7-3/4" Side Splashes 

31 Ірв. 2 cu. ft. 20 gauge 


7-PS-78 $2666 
Large Bowl Size 

Bowl Size: 16" x 20” x 6” 
Overall : 24-3/4" x 21-7/8" 
40 Ibs. 8 cu. ft. 18 gauge 


7-PS-131 Equal to 7-PS-80 w/ K-175 Faucet 
$51 92 32 Ibs. 10 cu. ft. 20 gauge 
All-In-One 7-PS-52 $4175 7-PS-91 $4228 


Touchless Soap Dispenser 
Towel Dispenser 

7-3/4" High Side Splashes 
K-175 Faucet 

40 Ibs. 10 cu. ft. 20 gauge 


Equal to 7-PS-81. Excludes Lever Drain, 
P-Trap and Overflow 
31 Ibs. 10 cu. ft. 20 gauge 


Equal to 7-PS-90 w/ K-175 Faucet 
41 Ibs. 10си. ft. 20 gauge 


7-PS-81 
Shown 


7-PS-63 $2137 


Spacesaver 

1-1/2” Basket Drain 

Bowl Size: 9” x 9” x 5” 
Overall : 12-1/4” x 16” 

20 Ibs. 8 cu. ft. 18 gauge 


7-PS-58 $2760 


Spacesaver With Side Splashes 
7-3/4" Side Splashes 

1-1/2" Basket Drain 

Bowl Size: 9" x 9" x 5" 

Overall : 12-1/4" x 16" 

26 Ibs. 8 cu. ft. 18 gauge 


7-PS-82 $2927 You Can Put A Skirt On Any Handsink 
Towel & Soap Dispenser (Excludes sinks with existing bases or skirts. Sinks Not Included) 
Bowl Size: 10" x 14" x 5" 7 рс >: А E 
Overall : 15-1/4" x 17-1/4" 7-PS-31 7-PS-31A 7-PS-31B 
, $807 $838 
38 Ibs. 6 cu. ft. 20 gauge $746 М 950 
4 D Fits Hand Sinks Fits Hand Sinks Fits Hand Sinks 
Upgrade To Touchless Soap Dispenser, with 10” x 14” with 9” x 9" with 10" x 14" 


Add 7-PS-104 $441 Bowl and Splash Bowl Only Bowl and Deck 
Plus 7-PS-12OMIT (Deduct -$49) J Mounted Faucets Mounted Faucets 


KNEE & PEDAL VALVE REPLACEMENT Parts & FAUCETS 


Foot Pedal Valve Knee Valve 

Replacement Replacement 

Combo. H/C Combo. Н/С 

Single Pedal Single Pedal 

K-103 $669 K-104 $840 he 
ғ” 


Foot Pedal with Retaining Pin Only Knee Pedal with Retaining Pin Only 


K-17 $167 K-18 $167 7 

Foot Pedal Assembly Knee Valve Assembly Splash Mounted 

w/Floor Bracket w/ Mounting Gooseneck 
Bracket Spout 

7-PS-39 7-PS-32 A K-121 

$898 $1071 ; $197 


8 A WARNING: Equipment that includes а faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 


@ All Sinks on this Page 


W All Sinks On This Page Ship Via UPS 


Hand Washing Sinks 


Foot PEDAL VALVE UNITS 


Includes Single Pedal Valve (With Built-In Mixing Valve), K-121 Splash Mt. Gooseneck Spout, 
3-1/2” Basket Drain & Wall Bracket, Removable Panel for Plumbing Access 


7-PS-90 $2203 


Standard Unit 

Bowl Size: 

10” x 14” x 5" 

Overall : 

17-1/4” x 15-1/4" x 42” 

41 Ibs. 10 cu. ft. 20 gauge 


7-PS-86 $2752 


Extra Large Bowl Size 

Bowl Size: 

16” x 20” x 8” 

Overall : 

24-3/4" (F/B) x 21-7/8" x 41-1/2” 
55 Ibs. 16 cu. ft. 20 gauge 


7-PS-96 $2802 


Side Splash Unit 

7-3/4" High Side Splashes 
Bowl Size: 

10” x 14" x 5" 

Overall : 

17-1/4” x 15-1/4” x 42” 

41 Ibs. 10 cu. ft. 20 gauge 


Add 7-PS-104 $441 


Upgrade To Touchless Soap Dispenser, 


Plus 7-PS-120MIT (Deduct -$49) 


7-PS-99 $3984 


Towel & Soap Dispenser 
Trash Receptacle 

Bowl Size: 

10” (F/B)x 14” x 5” 

Overall : 

17-1/4” (F/B) x 15-1/4” x 42” 
59 Ibs. 15 cu. ft. 20 gauge 


7-PS-18 $2647 


Large Bowl Size 
Bowl Size: 

16” (F/B) x 14” x 6” 
Overall : 


50 Ibs. 11 cu. ft. 18 gauge 


7-PS-95 $3201 


Towel & Soap Dispenser 
Bowl Size: 

10” (F/B) x 14” x 5" 
Overall : 


54 Ibs. 15 cu. ft. 20 gauge 


You Can Put a Pedestal Base On Any Hand Sink 


Basic Pedestal Base 
7-PS-37 $836 

For 10” x 14” Bowls 
7-PS-37B $1047 


For 10” x 14” bowls and 
Deck Mounted Faucets 


7-PS-37C $1120 


For 16” x 20” Bowls 


(Excludes Sinks With Existing Bases Or Skirts. Sinks Not Included) 


With Foot Valve 
7-PS-33 $1164 
For 10” x 14” Bowls 
7-PS-33B $1469 
For 10” x 14” Bowls and 
Deck Mounted Faucets 
7-PS-33C $1585 


For 16” x 20” Bowls 


Add Trash Receptacle 
7-PS-29 $948 


Use above model number with 
any Pedestal Base Sink or 
Stand-Alone Pedestal Base. 


21-1/4” (F/B) x 17-1/4" x 42" 


17-1/4” (F/B) x 15-1/4” x 42” 


Plastic Replacement 


Handles 7-PS-38 $58 


SECURITY UNITS 


Bowl Size: 10" x 14” x 5” - Require Minimum Security Installations 
Includes Heavy Duty Gooseneck Faucet, Concealed 3 1/2" Drain & Wall Bracket 


7-PS-727 $5500 


Class 1 Upgrade 

Towel Dispenser 

Provisions For Installation Of Soap 
Dispenser (By Others) 

65 Ibs. 15 cu. ft. 20 gauge 


7-PS-747 $4329 


Class 2 Upgrade 
45 165. 10 cu.ft. 20 gauge 


A WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p6awarnings.ca.gov. 


Hand Washing Sinks 


p All Sinks On This Page 
Ship Via UPS 


@ All Sinks on this Page 


CONCEALED HAND SINK DRAWER 


Take Back Your Countertop Space! 
* Easily Installs into Existing Advance Tabco Work 
Tables/Countertops or Integrates into Custom Fabrication 
* Overall Size: 22 5/8" W x 19 7/8" L x 19 1/4" H" 
e 10" x 14" x 5" Deep Sink Bowl 


e "Safety Sto 


* 1-1/2" Sink 


* Pre-Drilled Holes In Flanges For Easy Mounting 
* Integral Drawer Slides For Smooth Operation 


A.D.A. Units For THE PuvsicALLY CHALLENGED 


Bowl Size: 16” x 14" x 5". Overall Size: 20” x 24" • Includes 1-1/2” Drain With Strainer Plate & Wall Bracket 


7-PS-77-E $5930 


Tapered Bowl Design 

Hands Free Operated Faucet 

Deck Mount Soap Dispenser 

16 Gauge Skirt with Enclosed Bottom 
w/ Removable Access Panel 

65 Ibs. 8 cu. ft. 18 gauge 


7-PS-77-W $3846 


16 Gauge Skirt with Enclose 
w/ Removable Access Panel 
65 Ibs. 8 cu. ft. 18 gauge 


7-PS-46 $4114 


Same As Above with 


Same As Above with 
4" O.C. Wrist Handle Faucet 


Р 


COUNTERTOP 
INSTALLED 
HAND SINKS 


* 4” High Side Splashes 

* K-52 Deck Mounted Faucet 

* Deck Mounted Soap Dispenser 
° Built-In Towel Dispenser 

* 3-1/2” Basket Drain 


7-PS-42 $3908 


Bowl Size: 10" x 14” x 5” 
Overall Size: 18-1/4" x 17-5/8" 
30 105. 2cu.ft 20 gauge 


LARGE SIZE SINK BOWLS 
Includes K-59 Splash Mt. Gooseneck Faucet, 
3-1/2” Basket Drain, Wall Bracket 
w/ 2 Support Brackets 


7-PS-45 $1455 

Bowl Size: 16” x 20” x 8” 

Overall Size: 24 3/4" x" x 21 7/8" 
31 Ibs. 8 cu. ft. 18 gauge 


7-PS-49 $1360 
Bowl Size: 14" x 16" x 8" 
Overall Size: 19-1/4" x 19" 
30 165. 8cu.ft. 18 gauge 


7-PS-41 $6200 


Tapered Bowl Design with 
Undermount Towel Dispenser 
Hands Free Operated Faucet 
Deck Mount Soap Dispenser 


p' Tab 


* K-50 Swing Spout Faucet 


Drain with Strainer Plate 


* Drainage Pan with 1-1/2" Drain & Strainer Plate 
(Drain Pipe & Fittings Included.) 


d Bottom 


4" O.C. Wrist Handle Faucet 


7-PS-42A $3908 
Bowl Size: 9" x 9" x 5" 
Overall Size: 17-3/8" x 13" 

26 lbs. 2cu.ft 20 gauge 


7-PS-25 $2796 
K-208 Deck Mounted Faucet 
with Wrist Handles 

Deck Mounted Soap Dispenser 
Wall Support Brackets 

25 lbs. 8 cu. ft. 18 gauge 


You Can Add a K-175 or K-180 Electronic 
| Faucet To Any Hand Sink $2208 


(May require faucet hole revision. See Page 11.) 


7-PS-47 $3813 
70 lbs. 7 cu. ft. 

18 gauge exterior 

16 gauge interior 


7-PS-75 $2174 
Same As 7-PS-25 With 

8" O.C. Faucet Holes Only 
(Faucet Not Included) 


7-PS-751 $2174 
Same As 7-PS-75 With 
Single Hole (Faucet Not Included) 


7-PS-26 $5235 
Same As 7-Р5-25 With 
K-180 Hands Free AC/DC 
Operated Faucet 
Deck Mounted Soap 
Dispenser 


* 4" High Side Splashes 

* Deck Mounted Gooseneck Spout 
* Knee Operated Valve 

* Deck Mounted Soap Dispenser 

* Built-In Towel Dispenser 

* 3-1/2" Basket Drain 


7-PS-43 $4524 
Bowl Size: 10" x 14" x 5" 


Overall Size: 18-1/4" x 17-5/8" 
36 lbs. 2cu.ft 20 gauge 


Knee Valve 
Operated 


For Factory Installation, Add TA-503 $613. Can Be 
Purchased Separately For In-Field Installation 


SPECIAL PURPOSE UNITS 


7-PS-55 $1526 


Gooseneck Faucet 
w/ Eye Wash Attachment 
15 Ibs. 3 cu. ft. 20 gauge 


7-PS-72 $1558 
H.A.C.C.P. Compliant 

Slow Self-Closing Metering 
Faucet with Mixing Valve 
15 bs. 3 cu. ft. 20 gauge 


Overall Size: 
17-1/4" x 17-1/4" 


Bowl Size: 10" x 14" x 5" + Overall Size: 15 1/4" x 17 1/4” (Excludes 7-PS-72 & 7-PS-44) 
Includes 3-1/2" Basket Drain & Wall Bracket 


7-PS-64 $1360 


Splash Mounted 
Gooseneck Faucet 
Tubular Support Brackets 
25 Ibs. 2 cu. ft. 20 gauge 
PATENTED 
DESIGN 


7-PS-44 $3573 


Body Activated Valve 
K-121 Splash Mounted 
Gooseneck Spout 

28 Ibs. 2 cu. ft. 18 gauge 


Overall Size: 
15-1/4" x 17-1/4" 


10 | A WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 
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FAUCETS OMITTED 


Bowl Size: 10” x 14” x 5”. Overall Size: 15 1/4” x 17 1/4” 


7-PS-70 $766 7-PS-71 $842 7-PS-20-NF $835 7-PS-66-NF $1386 


Equal To 7-PS-60 Without Faucet Equal To 7-PS-70 With 
Single Hole Punch 


Equal To 7-PS-20 Without Faucet Equal To 7-PS-66 Without Faucet 


HAND SINK FAUCETS & SPOUTS 


ГА 3-1/2” Splash 3-1/2” f 


Mounted Faucet Gooseneck Deck Mounted 
ар with Wrist Handles Spouts Faucet «^ 
j K-316 $496 Deck Mount E 
Extra Heavy Duty 3-1/2" Splash 4 OC. K-120 $300 р 
Splash Mounted Faucet Mounted Faucet 
K-69 $651 . 1 
К-59 $331 Wrist Handles Splash Mounted K-22 $304 

ОС. гос For Faucets K-121 $197 гос. 
Wrist Handles For K-69 с (Excludes K-69) 
K-416-TS-LU $492 set K-316-LU $167 set 


ELECTRONIC HANDS FREE FAUCETS 


Replacement 
Control Module 


"D" Spout EXTENDED FAUCETS 


[v 
4 1 4 


^- 
K-09 We x 
$998 ^ 1. Deck Mt. 6" Deck Mt. w/ Splash Mt. 6" Splash Mt. w/ 
Powered [ " М Extended Spout Wrist Handles Extended Spout Wrist Handles 
by АС 2 ay K-124 $479 K-208 $653 K-123 $493 K-206 $624 
pauer ос. 4 OC. 4 OC. 4" O.C. 
Infra-Red Sensor 
ӘР and Wire Assembly SPECIALTY FAUCETS & ADAPTERS 


Splash Mt. Deck Mt. 
K-175 K-180 K-14 | 
$2208 $2208 $165 | J 
REPLACEMENT CARTRIDGES Slow-Released Eye-Wash Hands-Free Wand Low Flow 
Metered Faucet Attachment Spout Not Included Aerator .5 GPM 
WirH HANDLES* i 
(Set of 2. Includes Cartridges and handles) K-190 $804 K-170 $658 K-400 $1 35 ea. K-08 $50 
REPLACEMENT FAUCET SPOUTS 
Model # Spout Size/Style For Faucet Model Price 
K-52SP 3-1/2” Swivel Gooseneck K-52 $78 
K-55SP 8-1/2” Swivel Gooseneck K-55 124 
K-59SP 3-1/2” Swivel Gooseneck K-59 78 
K-208SP 6” Extended Swivel Gooseneck K-208 89 
жалда ал а ооо K-175SP 4-1/2” Swivel Gooseneck K-175/K-180 185 
K-00A $168 K-50SP 8" Swing Spout K-50 86 
For Faucets: K-1, K-11, K-50, K-51, K-52, K-53, K-56, К-535Р 12" Swing Spout коз 116 
МАн К-101, К-159, К-160, К-208 & К-240 тоате m 
-00B $168 K-70 Punch for 8" О.С. Faucet Holes $176 
*Can Only Be Used On Faucets Purchased After January 2016. K-70A Punch for Sibgleihiclersplas Mi ДАШЫ: $176 
For Older Faucets, Consult Customer Service. K-71 Punch for Single Hole Deck Mt. Faucet $176 


Ж WARNING: Faucets on this page may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 


Hand Sink Modifications & Accessories 


4 = Ships Via UPS 


WELDED SIDE SPLASHES Fon HAND SINKS 


Factory Installed Only 


í f — 
; Shown with Two 24” Welded Side 
I Optional Splashes & Back Panel 
gly , aly Utility Tray Shown 
B. s B. —_ y ^ 
7-8/4" Side Splash Two 7-3/4" Welded Two 12" Welded 
Shown Side Splashes Shown Side Splashes Shown 
7-3/4" HEIGHT SPLASH 12" HEIGHT SPLASH 24" HEIGHT SPLASH 
2 Side Splashes 
1 Side Splash 2 Side Splashes 1 Side Splash 2 Side Splashes & Rear Panel* 
Model # Price | Model ғ Price | Model # Price | Model # Price | Model # Price Description 
7-Р5-16 $521 | 7-PS-17 $663 |7-PS-11 5634 | 7-PS-15 $713 | 7-PS-28 $1613 Units w/ 10" x 14" Bowl & Splash Mount Faucet 
7-PS-16A 521 | 7-PS-17A 678 |7-PS-11A 634 | 7-PS-15A 713 | 7-PS-28A 1613 Units w/ 9" x 9" Bowls 
7-PS-16B 553 | 7-PS-17B 729 |7-PS-11B 682 | 7-Р5-15В 761 | 7-Р5-28В 1629 | Units w 10” x 14" Bowl & Deck Mount Faucet 
7-PS-16C 567 | 7-PS-17C 760 |7-Р5-11С 713 | 7-PS-15C 790 | 7-Р5-28С 1723 Units w/ 16” x 20” Bowls 
7-PS-16D 615 | 7-PS-17D 794 |7-Р5-110 771 | 7-PS-15D 879 | 7-PS-28D 1759 For Handicapped Hand Sinks 
7-PS-16E 561 | 7-PS-17E 743 |7-Р5-11Е 758 | 7-PS-15E 861 | 7-Р5-28Е 1680 Units w/ 14” (F/B) x 16” Bowls 
7-PS-16F 561 | 7-PS-17F 743 |7-PS-11F 758 | 7-PS-15F 861 | 7-PS-28F 1695 Units w/ 16” (F/B) x 14” Bowls 


*24” high splashes include a rear panel that matches the height of the side splashes. 
Only available as 2 side design. Single side not offered. Includes rear mounting holes. 


BOLT-ON SINGLE PANEL SPLASH Fon HAND SINKS 


85 All Bolt-On Splashes Ship Via UPS 


7-3/4" & 12" Height Bolt-On Splash 


(Priced Per Splash. Order 2 for Both Sides) Model # Price Ea. | Model # Price Ea. Description 
7-PS-27 $209 | 7-PS-13 $271 | Units w/ 10” x 14" Bowl& Splash Mount Faucet 
7-PS-27A 253 | 7-PS-13A 327 | Units w/ 9" x 9" Bowls 
7-PS-27B 253 | 7-PS-13B 362 | Units w/ 10" x 14" Bowl & Deck Mount Faucet 
7-PS-27C 253 | 7-PS-13C 377 | Units w/ 16" x 20" Bowls 
Includes Holes. 7-PS-27D 287 | 7-PS-13D 349 | ForHandicapped Hand Sinks 
Hardware not 7-PS-27E 321 | 7-PS-13E 347 | Units w/ 14" (F/B) x 16" Bowls 
ended 7-PS-27F 321 | 7-PS-13F 347 | Units w 16" (F/B) x 14" Bowls 


Removable Utility Tray 
for Side Splashes 


*8' X3" X 2 5/16" Tray. 

* Tray Hem Allows To Hang From Any 
Standard Side Splash. 

* Perforated For Water Drainage. 


7-PS-48 $432 I^ 


Side Mounting Tubular 

Wall Brackets Wall Supports щ® 

Includes 2 brackets. Used for Set of 2 Supports 
Added Strength & Support Model ғ Price Description 


(Add to price of sink) 


7-PS-24 $626 | Units w/ 10714” Bowl & Splash Mt. Faucet 


7-PS-24B 626 | Units w/ 10714” Bowl & Deck Mt. Faucet 


7-PS-36 $195 
w 7-PS-24C 733 | Units with 16"x14" & 16"x20" Bowls 


12 


Instant Hot Water 


On DEMAND 


This unit allows for hand sinks to be installed in remote areas 
with just a cold water supply and available 30 amp electric power. 
There is no delay or wasted water while waiting for hot water to 
reach the faucet. Includes Heater & Plumbing Hardware. 


7-PS-92 $2956 


C-Fold Style Paper Towel 
& Soap Dispenser 
Mounts On 17” Wide Hand Sinks Only. 
7-PS-34 $1517 


Upgrade To Touchless Soap Dispenser, Add 7-PS-104 $441 


Hand Sink Modifications & Accessories 


Қ” All items On This Page Ship Via UPS 


HANDSINK NOT INCLUDED 


Soap & Tower. DISPENSERS 


Plus 7-PS-120MIT (Deduct -$49) 


Wall Mounted 
Paper Towel 
Dispenser 

Holds C-Fold Style Towels. 
7-PS-35 $464 


Drains, Parts & P-TRaps 


=> 1-1/2” IPS 


3-1/2” Basket 
Drain Assembly 


K-6 $64 


Drain Basket 


For K-6 
K-310 $40 


1-1/2” IPS u 


Standard Chrome 
Plated P-Traps 


22 Gauge 
7-PS-14 $166 


17 Gauge 
7-PS-10 $187 


1-1/2" IPS 


2" Drain Assembly 
w/ Strainer Plate 


K-63 $54 


Replacement 
Strainer Plates 
for 3-1/2" Drain for 2" Drain 


К-410 $34 К-411 $32 


Replacement Washers 
for 3-1/2” Drains 


K-67F $20 (Set of 2) 


Wall Mounted 
Liquid Soap Dispenser 
Mounting Hardware Included. 


| 7-PS-12 $253 


Deck Mounted 
Liquid Soap 


Dispenser 
K-12 $211 


Model # 
K-67A 
K-67B 
K-67C 
K-67D 
K-67E 


ы» 


Required, Not Included). 
Mounting Hardware Included. 
Low Soap Indicator Window. 
Low Battery Indicator Light. 


7-PS-104 $441 


Steel Liquid Soap 
Dispenser 
Mounting Hardware Included. 


K-13 $575 


K-26 $224 
Lever Drain with 
P-Trap & Overflow 


K-67 $224 
Lever Drain Without Overflow 


REPLACEMENT PARTS FOR K-26 DRAIN 


$98 .. 
А 


Description Price 
Tail Piece with Overflow Branch Only $39 
Overflow Hose with 2 Spring Clips 24 
Plastic 90° Overflow Head & Body 20 
Lever Handle for K-26 Drain 21 
Plastic Stopper (Includes "O" Ring) 20 


Only 1 Single Supply Line Of Cold 
^ ... Water Is Required To Feed Тһе Unit! 


Wall Mounted Touchless 
Liquid Soap Dispenser 
Battery Powered (4 “АА” Batteries 


Wall Mounted Stainless 


13 


Q = Ships Via UPS 


Floor Mop Sinks 
FLOOR UNITS Mounting Hardware Included 


Overall Approx. Approx. 

Model # Bowl Size Dimension Price Wt. Cu. 

9-OP-20 16” x 20” x 6” 21” x 25” $2025 33 Ibs. 4 

9-ОР-28 20” x 28” x 6” 25” x 33” 2621 47 Ibs. 7 Ø 

9-OP-40 16” x 20” x 12” 21” х25” 2431 45 lbs. 6 Ny 

9-OP-48 20" x 28" x 12" 25” x 33" 2867 62 Ibs. 9 

LARGE MOP SINK BOWL 

9-OP-44 24” x 24” x 12” 29” x 29” 3595 70 Ibs. 9 

9-OP-33 24” x 36” x 12” 29" x 41" 5476 80 Ibs. 9 

9-OP-34 24" x 24” x 12” 29” x 53" 6567 эоъз. 9 Notched Out Front Allows Ease of 
Emptying Mop Bucket 

9-OP-40DF 16” x 20” x 12” 18 1/2” x 25” 3831 85 Ibs. 9 Convert Mop Sink In Cabinet To Drop Front. Add K-281 $1180 

9-OP-48DF 20'x28'x12" 22 1/2” x 33” 4263 110Ьь. 15 Болон те Oe Misa Op 36 oe eee SinkS) 


Flush-Mount Floor Mop Sink 


* Easy Mop Bucket Roll-In Design 


* Standard Backsplash with Left & Right Splash, FT-2 $85ea. | нац 
Left Splash ог Right Splash Available Replacement Stainless ` 
E " А Steel Strainer Basket 
* 4" О.Р. - 3" Long Plumbing Sleeve with Handle for Flush | 
* Front Anti-Splash Guard ey 


Mount Floor Mop Sinks 


* Removable Subway Grating 
* Stainless Steel Strainer Basket with Handle 


9-OP-24FM-SSRL Shown 


WITH FIBERGLASS GRATES 
Approx. Approx. Overall Splash Approx. 
Model # Wt. Price |Model # Wt. Price Bowl Size Dimension Locations Cu. K-610 Removable 


9-OP-24FM-SSRL 128 lbs. $6469 |9-OP-24FM-FGRL 96155. $6469 | 213/8" х22х10 213/8" х24" Back, Left & Right 14 Stainless Steel Grid 
9-OP-24FM-SSL 120105. 6249 |9-OP-24FM-FGL  88ibs. 6249 | 213/8"x22x10" 213/8" x 24" Back & Left 14 
9-OP-24FM-SSR 120155. 6249 |9-OP-24FM-FGR sls. 6249 | 213/8"x22x10" 213/8" x 24” Back & Right 14 


WITH STAINLESS STEEL GRATES 


16” Нісн Sipe & Back SPLASHES FoR FLOOR Mop SINKS 
16 Gauge, 300 Series Stainless Steel 


Splashes on All 3 Sides Splash on Left or Right & Back 
Model # Fits Units: |Model# Fits Units:| Price Model # Fits Units:| Model # Fits Units: | Price 
к-298 20Р20 |k 598p sopaopr| $954 w9 — K-288LorR 70720 |K-288LorRD 9-oP-4opr | $733 @ 
9-OP-40 9-OP-40 
-OP-2 9-OP-28 
K-299 29998 |k-299D ә-ор-аврғ| 1026 66 — K-290LorR K-290LorRD 9-ОР-дарғ | 800 @ 
9-OP-48 9-ОР-48 
K-300 9-ОР-44 - = 1210 K-291LorR 9-ОР44 - - 866 Ø 
К-303 9-0Р-33 = - 12848 K-293LorR s-oP33 : = 910 
К-304 9-ОР-34 : ° 13778:  K-294LorR 9-ОР-34 > = 975 Ø 
Height Above Finished Floor (A.F.F.) 
9-ОР-20/9-ОР-28 = 26" High 9-OP-40/9-OP-40DF/9-OP-44/9-OP-48/ 9-OP-48DF = 32" High Left & Right Splashes Shown 
Wall Mounted Drainage Tray K-243 $740 49 ‚ 
* Used with Floor Mounted Мор Sinks 1 е wu m 
* 16 Gauge, 300 Series Stainless Steel | \ Е 
* Includes 1/2” Drain & Plastic Hose 
* 2" Tray Ht. with 6" Rear Splash (O.A.) Е i ы Hose & Hanger 23” Mop Hanger 
* 20" x 4” x 6". 13 Ibs. \ = К-244 $295 K-242 $321 


STANDING SERVICE SINKS 


Heavy Gauge Stainless Steel * 8" Bowl Depth * 8” High Backsplash * Stainless Steel Legs with Adjustable Bullet Feet 
* 8-OP-16 Includes Stainless Steel Cross-Bracing * 8” О.С. Faucet Holes 3-1/2” Basket Drain 


4-ОР-18 


Overall Approx. Approx. 
Model # Bowl Size Dimension Price Wt. Cu. 
8-ОР-16 16”х207х8 25x23 $2235 5016. 13 Ø 
Fabricated Deep Drawn 4-OP-18 24"x21T'x8' 24x25 1526 sols. 10 


Sink Bowl 


14 Sink Bowl 


Mop Sink Cabinets 
84” HIGH STAINLESS STEEL Mop SINK CABINETS — @ =Shipsviaurs 


liy © Single Width Double Width (7 


° Single Left-Hinged Door* 

° 1 Fixed Stainless Steel Mid-Shelf 

* Ventilation Slots 

* 2 Mop Holders 

* Open Back For Plumbing 

* 16 Ga., Туре 304 S/S Mop Sink & Drain 


* Hinged Double Doors 

* Opening For Mop Bucket To Roll In 

* 4 Fixed Stainless Steel Mid-Shelves 
(3 In Storage Side, 1 Above Sink) 

* Enclosed Back Panel 


* Ventilation Slots 

* 2 Mop Holders 

* Open Back For Plumbing 

* 16 Ga., Type 304 S/S Mop Sink & Drain 


16" x 20" x 12" Bowl 
Overall Size: 22-5/8" x 25" x 84" 


16" x 20" x 12" Bowl 
Overall Size: 22-5/8" x 50-1/4" x 84" 


9-OPC-84DR Shown 


Approx. Approx. Approx. Approx. 
Model 4 Cabinet Material Price Wt. Cu. Model # Cabinet Material Price — Wt. Cu. 
9-OPC-84 18 ба, 4305/5 910082 2380 40 9-OPC-84DR 18Ga,430S/S $13723 3900. 72 
9-ОРС-84-300 18 Ga., 300S/S 11712 238 lbs. 40 9-OPC-84DL 18 Ga., 430 S/S 13723 390 lbs. 72 
*Optional Right-Hand Door Swing Available - Add CAB-R М/С 9-OPC-84DR-300 18 Ga., 300 S/S 14388 зоо lbs. 72 
9-OPC-84DL-300 18 Ga., 300 S/S 14388 390 lbs. 72 


Convert Mop Sink In Cabinet To Drop Front. Add K-281 $958 


Stainless Steel Cabinet with Floor 
Sink Not Included 


* Overall Size: 22-5/8” x 25” x 84” 
* Single Left-Hinged Door* 
* Fixed Stainless Steel Mid-Shelves 


R And L Indicates Mop Sink Location. 


©) CHEMICAL STORAGE CABINET 


w/ 1 Fixed Stainless Steel Mid-Shelf 


" * Left-Hinged Door* 
* Vented Side Panels 


* Enclosed Back Panel 
* Ventilation Slots On Both Sides 


# of Fixed Approx. Approx. * Wall Mounting Hardware Not Included 

Model # Shelves Price Wt. Cu. WCH-15-24 $61 91 
і8 са. САВ-1 1 $7361 20016ѕ. 40 Need Бір 
азо s/s ГР 8533 Side Panels 18 Gauge, 430 Stainless Steel 

Е, 4 240 Ibs. 40 
MIR WCH-15-24-300 $6860 

CAB-1-300 1 8031 200 Ibs. 40 | с 
18 Са. Left Hinged 18 Gauge, 300 Stainless Steel 
ЕКШЕ ЕН САВ-4-300 4 9368 240155. 40 Shown (Standard) 


*Optional Right-Hand Door Swing Available - 
Add CAB-R М/С 


Overall Size: 15” x 24” x 32-1/2” 


Service Faucet 


For Mop Sinks 
ос. 


PY 


w 


К-240% $1286 89 


*K-240 Does Not Meet Federal Lead Free Standards 
As It Is Not Intended For Potable Water. 


hy, 


Service Faucet 
Vacuum Breaker 
Repair Kit 

K-03 $178 @ 


Mop Sink 
Replacement Drain 
K-16 $248 Ғ 


Double 
Cabinet Doors 


Convert Single Width 
Cabinet to Double Doors 


K-84-CAB $987 


Add Rear Panel 

To Cabinet 

K-94-BACK $678 
K-94-BACK-300 $983 


Add K-472 for 8” О.С. Faucet Holes 
$143 Per Hole 


Additional 
Fixed Mid-Shelf 


K-94-SHELF $521 ea. 
For 84” High Cabinets 


WC-SHELF $125 lin. ft. 


For Wall Cabinets 


S-Hook 
Mop Hanger 
K-91 $42 ea. 


Cabinet Door 
Lock With Keys 
SU-27 $451 
Required For Each 
Hinged Door 


NSF Multi-Stations (Q 9 


14 GAUGE, 304 STAINLESS STEEL SINKS WITH TUBULAR SUPPORTS OR LEGS 


8" Bowl Depth ° 8 1/2" High Backsplash • 8” О.С. Faucet Holes on Manual Operated, Single Holes on Knee or Electronic Operated ° 3 1/2” Basket Drain(s). 
"-F" Series Splash Mount Models Include K-159 3-1/2” Goosenecks. "-F" Series Deck Mount Models Include K-134 8-1/2” Goosenecks. 


11] Faucets Included Hands-Free 
On “-F” Models. Electronic Faucet 


Knee Valve 


© 


| 
= 
F Shown FS-WM-40KV Shown š 


NO FAUCETS MANUAL FAUCETS ELECTRONIC KNEE OPERATED 


INCLUDED INCLUDED OPERATED FAUCETS FAUCETS # of 
L |Splash Mount Price | Splash Mount Price | Splash Mount Price | Splash Mount Price | Faucets 


40" | Е5-М/М-40! $5999 | FS-WM-40-F $6725 | FS-WM-40EF 59416 | FS-WM-40KV 2 


60” | Ғ5-М/М-60! 6673 | FS-WM-60-F 7762 | FS-WM-60EF 11789 | FS-WM-60KV 9449 3 
80” | FS-WM-80* 7565 | FS-WM-80-F 9016 | FS-WM-80EF 14386 | FS-WM-80KV 11266 4 
100” | Ғ5-М/М-100! 8295 | FS-WM-100-F 10112 | FS-WM-100EF 16825 | FS-WM-100KV 12925 5 
120" | FS-WM-120' 10460 | FS-WM-120-F 12638 | FS-WM-120EF 20694 | FS-WM-120KV 16014 6 


14 GAUGE, 304 STAINLESS STEEL A.D.A. SINKS WITH TUBULAR SUPPORTS 


5" Bowl Depth • 8 1/2" High Backsplash • 8” О.С. Faucet Holes on Manual Operated or Single Holes on Electronic Faucet Operated • Rear З 1/2” Basket Drain(s). 
"-F" Series Splash Mount Models Include K-161-LU 6" Goosenecks. “-F” Series Deck Mount Models Include K-134 8-1/2” Goosenecks. 


NO FAUCETS MANUAL FAUCETS ELECTRONIC 
INCLUDED INCLUDED OPERATED FAUCETS # of 


Splash Mount Price | Splash Mount Price | Splash Mount Price | Faucets 


40" | FS-WM-40-ADA* $5999 | FS-WM-40-ADA-F $6864 | FS-WM-40EFADA $9233 2 
60” | FS-WM-60-ADA* 6673 | FS-WM-60-ADA-F 8037 | FS-WM-60EFADA 11591 3 
80” | FS-WM-80-ADAt 7565 | FS-WM-80-ADA-F 9417 | FS-WM-80EFADA 14159 4 
100” | FS-WM-100-ADA* 8295 | FS-WM-100-ADA-F 10649 | FS-WM-100EFADA 16575 5 
120” | FS-WM-120-ADA‘ 10460 | FS-WM-120-ADA-F 13411 | FS-WM-120EFADA 20523| 6 FSCNBESUECABA SNOWN 
*Add K-472 For Faucet Hole Revision $176 
16 GAUGE, 304 STAINLESS STEEL SINKS WITH TUBULAR SUPPORTS OR LEGS 
8" Bowl Depth ° 8 1/2" High Backsplash • 8” О.С. Faucet Holes on Manual Operated, Single Holes on Knee or Electronic Operated ° З 1/2” Basket Drain(s). 
“-F” Series Splash Mount Models Include K-159 3-1/2” Goosenecks. “-F” Series Deck Mount Models Include K-134 8-1/2” Goosenecks. 
NO FAUCETS MANUAL FAUCETS ELECTRONIC KNEE 
INCLUDED INCLUDED OPERATED FAUCETS OPERATED FAUCETS # of 
1 Faucets 

40” | ҒС-М/М-40! $5188 | FC-WM-40-F $5914 | FC-WM-40EF 58597 | FC-WM-40KV 57040 2 
60” | ЕС-М/М-60! 5855 | FC-WM-60-F 6948 | FC-WM-60EF 10973 | FC-WM-60KV 8633 3 
80” | FC-WM-80' 6860 | FC-WM-80-F 9417 | FC-WM-80EF 13683 | FC-WM-80KV 10564 4 
100” | ЕС-М/М-100! 7697 | FC-WM-100-F 9514 | FC-WM-100EF 16224 | FC-WM-100KV 12324 5 
120” | ЕС-М/М-120! 9205 | FC-WM-120-F 11384 | FC-WM-120EF 19437 | FC-WM-120KV 14758 6 


16 GAUGE, 304 STAINLESS STEEL A.D.A. SINKS WITH TUBULAR SUPPORTS 


* 5" Bowl Depth ° 8 1/2" High Backsplash • 8” О.С. Faucet Holes on Manual Operated or Single Holes on Electronic Faucet Operated е Rear З 1/2" Basket Drain(s). 
“Р” Series Splash Mount Models Include K-161-LU 6” Goosenecks. “-F” Series Deck Mount Models Include K-134 8-1/2” Goosenecks. 


NO FAUCETS MANUAL FAUCETS ELECTRONIC 


INCLUDED INCLUDED OPERATED FAUCETS 
L | Splash Mount Price | Splash Mount Price | Splash Mount Price | Faucets 


40” |FC-WM-40-ADA* $5188 | FC-WM-40-ADA-F $6127 | FC-WM-40EFADA $8543| 2 
60" | FC-WM-60-ADAt 5855 | FC-WM-60-ADA-F 7250 | FC-WM-60EFADA 10804] з 
80" | FC-WM-80-ADA' 6860 | FC-WM-80-ADA-F 8610 | FC-WM-80EFADA 13347| 4 
100 | FC-WM-100-ADA* 7697 | FC-WM-100-ADA-F 10131 | FC-WM-100EFADA 16058| 5 
120 | FC-WM-120-ADAt 9205 | FC-WM-120-ADA-F 12158 | FC-WM-120EFADA 19269| 6 FC-WM-40EFADA Shown 


tAdd K-472 For Faucet Hole Revision $176 


16 A\ WARNING: Equipment that include faucets on this page may contain a chemical known to the State of California to cause cancer, birth defects or other reproductive harm. 


ГЕ = Ships Via UPS NSF) б 1 
NSF Service Sinks 
14 GAUGE, 304 STAINLESS STEEL SERVICE SINKS WITH TUBULAR SUPPORTS OR LEGS 


10" ог 12" Bowl Depth ° 8-1/2” High Backsplash • 8” О.С. Faucet Holes on Manual Operated, Single Holes on Knee or Electronic Operated • 3 1/2" Basket Drain(s). 
“-Р” Series Splash Mount Models Include K-159 3-1/2” Gooseneck. “-F” Series Deck Mount Models Include K-134 8-1/2” Gooseneck. 


Faucets Included Hands-Free Knee Valve 
On “-F” Models Electronic Faucet 
FS-WM-2219 Shown FS-WM-2219-F Shown FS-WM-2219EF Shown FS-WM-2219KV Shown 

NO FAUCET MANUAL FAUCET ELECTRONIC KNEE | 

INCLUDED INCLUDED OPERATED FAUCET OPERATED FAUCET Bow! Overall Size 
Splash Mount Price Depth L w 
Е5-М/М-2219! $3238 | FS-WM-2219-F $3488 | FS-WM-2219EF $4946 | FS-WM-2219KV* $4165| 10 23” 23” 
FS-WM-2721* 3447 | FS-WM-2721-F 3685 | FS-WM-2721EF 
FS-WM-3119* 


3791 | FS-WM-3119-F 


5151 | FS-WM-2721KV* 


4055 | FS-WM-3119EF 5665 | FS-WM-3119KV* 


4371| 12° 27° 211/2 


4809 | 12 31 23” 
*Knee Valve Unit Has 8” Bowl Depth 
14 GaucE, 304 STAINLESS STEEL A.D.A. SERVICE SINKS WITH TUBULAR SUPPORTS 


5" Bowl Depth • 8-1/2” High Backsplash • Stainless Steel Tubular Supports • 8” О.С. Faucet Holes on Manual Operated, Single Hole on Electronic Operated ° 3 1/2" Basket Drain 


"-F" Series Splash Mount Models Include K-161-LU 6” Gooseneck. “-F” Series Deck Mount Models Include K-134 8-1/2” Gooseneck. 
NO FAUCET MANUAL FAUCET ELECTRONIC 
INCLUDED 


INCLUDED 


OPERATED FAUCET Overall Size 
Splash Mount Price Splash Mount L w 
FS-WM-1-ADA* $5363 | FS-WM-1-ADA-F' 


$5602 | FS-WM-1-EFADA $7068 5 40 19-1/2” 


FS-WM-1-EFADA Shown 
tAdd K-472 For Faucet Hole Revision $176 


16 GAUGE, 304 STAINLESS STEEL SERVICE SINKS WITH TUBULAR SUPPORTS OR LEGS 


10" or 12" Bowl Depth • 8-1/2” High Backsplash • 8” О.С. Faucet Holes on Manual Operated, Single Holes on Knee or Electronic Operated ° 3 1/2" Basket Drain(s). 
“-Р” Series Splash Mount Models Include K-159 3-1/2” Gooseneck. “-F” Series Deck Mount Models Include K-134 8-1/2” Gooseneck. 

K-159 

3-1/2” Gooseneck 

Faucets Included 

On “-F” Models 


Hands-Free 
Electronic Faucet 


Knee Valve 


FC-WM-2219 Shown 


FC-WM-2219-F Shown 


FC-WM-2219EF Shown FC-WM-2219KV Shown 
MANUAL FAUCET ELECTRONIC 
INCLUDED OPERATED FAUCET 


NO FAUCET 
INCLUDED 


Splash Mount 


KNEE 
OPERATED FAUCET 


Price | Splash Mount 


Bowl Overall Size 
Price | Splash Mount Price | Splash Mount Price [Depth L М 
FC-WM-2219* $2875 | FC-WM-2219-F $3297 | FC-WM-2219EF $4582 | FC-WM-2219KV* $3805 | 10 23 23” 
ЕС-М/М-2721! 3028 | FC-WM-2721-F 3451 | FC-WM-2721EF 4733 | FC-WM-2721KV* 3953 | 1? 27 211/2" 
ЕС-М/М-3119! 3337 | FC-WM-3119-F 3799 | FC-WM-3119EF 5206 | FC-WM-3119KV* 43518 B2 108023; 


*Knee Valve Unit Has 8" Bowl Depth 


16 GAUGE, 304 STAINLESS STEEL A.D.A. SERVICE SINKS 
WITH TUBULAR SUPPORTS 


5" Bowl Depth • 8-1/2” High Backsplash • Stainless Steel Tubular Supports • 8” О.С. Faucet Holes on Manual Operated, Single Hole on Electronic Operated ° З 1/2" Basket Drain 


"-F" Series Splash Mount Models Include K-161-LU 6” Gooseneck. “F” Series Deck Mount Models Include K-134 8-1/2” Gooseneck. 
NO FAUCET MANUAL FAUCET 


ELECTRONIC 
INCLUDED INCLUDED OPERATED FAUCET Bowl 
Splash Mount Price | Splash Mount Price | Splash Mount Price | Depth L w 
FC-WM-1-ADA* $5085 | FC-WM-1-ADA-F 


$5484 | FC-WM-1-EFADA $6794| 5° 40 19 1/2” 
*Add К-472 For Faucet Hole Revision 6176 FC-WM-1-ADA Shown 
AN WARNING: Equipment that include faucets on this page may contain a chemical known to the State of California to cause cancer, birth defects or other reproductive harm. 


4 = Ships Via UPS 


Square Corner Multi-Stations 


16 GAUGE, 304 STAINLESS STEEL MULTI-STATIONS 
WITH TUBULAR SUPPORTS OR LEGS 


8" Bowl Depth ° 8 1/2" High Backsplash • 8” О.С. Faucet Holes on Manual Operated, Single Holes on Knee or Electronic Operated ° 3 1/2" Basket Drain(s). 


Hands-Free 
Electronic Faucet 


19-18-40 Shown 
19-18-40EF Shown 


Knee Valve 


K-159 3-1/2” Gooseneck 


Faucets Included 


19-18-40-F Shown ? On “-Е” Models 19-18-40KV Shown 


NO FAUCETS MANUAL FAUCETS ELECTRONIC 
INCLUDED INCLUDED OPERATED FAUCETS OPERATED FAUCETS 

# of Cu. 

L Model # Price |Model # Price |Model # Price |Model # Price | Faucets Wt. Ft. 

Ny 19-18-23! $2606 | 19-18-23-Ғ 52967 | 19-18-23EF 54406 | 19-18-23KV $3628 1 50lbs. 10 
40" |19-18-40* 4187 | 19-18-40-F 4914 | 19-18-40EF 7597 | 19-18-40KV 6037 2 60 105. 15 

60” | 19-18-60" 4946 | 19-18-60-F 6035 | 19-18-60EF 10062 | 19-18-60KV 7722 3 70 lbs. 18 

80" |19-18-80: 5514 19-18-80-F 6969 | 19-18-80EF 12338 | 19-18-80KV 9217 4 90 Ibs. 22 
100" |19-18-100! 6276 | 19-18-100-Ғ 8092 | 19-18-100ЕҒ 14804 | 19-18-100KV 10904 5 120 Ibs. 30 
120" |19-18-120* 7850 | 19-18-120-F 10029 | 19-18-120ЕҒ 18082 | 19-18-120KV 13402 6 155 lbs. 36 


*Add K-472 For Faucet Hole Revision 6176 


16 GaucE, 304 STAINLESS STEEL А.О.А. MULTI-STATIONS 
WITH TUBULAR SUPPORTS 


5” Bowl Depth ° 8 1/2" High Backsplash • 8” О.С. Faucet Holes on Manual Operated or Single Holes on Electronic Faucet Operated • Rear 3 1/2” Basket Drain(s) 


| 2---: K-161-LU 6” Gooseneck 


| Faucets Included 
On “-F” Models 


19-18-40-ADA Shown 19-18-40-ADA-F Shown 19-18-40-EFADA Shown 


NO FAUCETS MANUAL FAUCETS ELECTRONIC 
INCLUDED INCLUDED OPERATED FAUCETS # of Cu. 
L |Model # Price | Model # Price Model # Price | Faucets Wt. Ft. 
40" |19-18-40-ADA* $4187 |19-18-40-ADA-F $5226 19-18-40EFADA $7597 2 60 lbs. 15 
60" |19-18-60-ADA* 4946 |19-18-60-ADA-F 6505 19-18-60EFADA 10062 3 70 lbs. 18 
80” |19-18-80-ADA* 5514 |19-18-80-ADA-F 7597 19-18-80EFADA 12338 4 100 lbs. 22 
100” | 19-18-100-ADAt 6276 |19-18-100-ADA-F 8877 19-18-100EFADA 14804 5 130 Ibs. 30 
120” | 19-18-120-ADA* 7850 |19-18-120-АРА-Е 10969 19-18-120EFADA 18082 6 165 lbs. 36 


tAdd K-472 For Faucet Hole Revision 6176 


18 | A WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 


Square Corner Service Sinks 


16 GAUGE, 304 STAINLESS STEEL SERVICE SINKS 
WITH TUBULAR SUPPORTS OR LEGS 


12" Bowl Depth (Excludes Knee Valve Units*) • 8 1/2" High Backsplash * 8" О.С. Faucet Holes on Manual Operated, Single Holes on Knee or Electronic Operated ° 3 1/2” Basket Drain(s) 


K-159 " Knee Valve 
| 3.1/2 Gooseneck irais misst 
3 Э Faucets Included 
On “-F” Models 
WSS-14-21 Shown WSS-14-21-F Shown WSS-14-21EF Shown WSS-14-21KV Shown 
NO FAUCET MANUAL FAUCET ELECTRONIC KNEE 
INCLUDED INCLUDED OPERATED FAUCETS OPERATED FAUCETS Cu. 
Model % Price |Model # Price | Model # Price | Model # Price 


WSS-14-21* $2739 |WSS-14-21-F $3103 | WSS-14-21EF $4444 | WSS-14-21KV* $3665 | 18” 171/2” 45lbs. 8 


WSS-16-25* 3025 |WSS-16-25-F 3388 | WSS-16-25EF 4730 | WSS-16-25KV* 3951 | 22” 191/2” 52lbs. 10 
WSS-16-31* 3326 |WSS-16-31-F 3727 | WSS-16-31EF 5206 | WSS-16-31KV* 4347 | 31" 19 1/2" 75105. 14 
tAdd K-472 For Faucet Hole Revision $176 *Knee Valve Unit Has 8" Bowl Depth 


16 GaucE, 304 STAINLESS STEEL A.D.A. SERVICE SINKS 
WITH TUBULAR SUPPORTS 


5" Bowl Depth • 8 1/2" High Backsplash • 8” О.С. Faucet Holes on Manual Operated, Single Holes on Electronic Operated • Rear З 1/2” Basket Drain 
Faucets Included 


| ( у Оп “-Ғ” Models 


19-18-1-ADA Shown 19-18-1-ADA-F Shown 19-18-1-EFADA Shown 


K-161-LU 6” Gooseneck Hands-Free 


Electronic Faucet 


NO FAUCET MANUAL FAUCET ELECTRONIC 
INCLUDED INCLUDED OPERATED FAUCETS Cu. 


Model # Price L W MW. Ft 
19-18-1-АРА* $4182 |19-18-1-АРА-Е $4703 |19-18-1-EFADA $5807 | 40 191/27 60165. 15 
*Add K-472 For Faucet Hole Revision $176 


MULTI-STATION HAND SINK ACCESSORIES & MODIFICATIONS 


K-6 K-161-LU K159 — — K-316-LU ў ТА-19 


К-134 
Моде! Description i Model Description Price 
K-6 3 1/2" Drain (1 1/2" LP.S.) K-1118 нр. 8” Splash Mounted Faucet 536 ea. 
K-13 Stainless Steel Soap Dispenser . K-316-LU Wrist Handles 167 pair 
K-101 8" Swing Spout Splash Mt. Faucet K-472 
K-121 Single Hole, Splash Mounted 3-1/2" Gooseneck Spout 197 ea. 
K-134 H.D. Deck Mounted 8-1/2" Gooseneck Faucet (8" O.C.) 861 ea. 
K-159 H.D. Splash Mounted 3-1/2” Gooseneck Faucet (8” О.С) 627 ea. 


H.D. Splash Mounted 6" Gooseneck Faucet (8" O.C.) 
With Wrist Handles 


2 ea. 
K-411 Strainer Plate for 3-1/2” Drain 3298 


Faucet Hole Revision (Manual Faucet Operated Sinks Only) 176 
Reduce rear splash on ADA multi-station hand sink or service sink to 

K-449 5” tall (top of splash 39” AFF if installed at ADA working height, allows 

ADA compliant mirror (by others) to be mounted over sink) 


K-161-LU 


699 ea. K-508 Special Sizing Charge (Larger Size Cut Down To Smaller Size) 


TA-19 Adjustable Stainless Steel Flanged Bullet Foot 


Ж WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 
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NSF Multi-Stations NSF) Mj = Ships Via UPS 


14 Ga., 304 STAINLESS STEEL SINKS W/STAINLESS STEEL LEGS & FLANGED FEET 


8" Bowl Depth ° 8 1/2" High Backsplash • 8” О.С. Faucet Holes on Manual Operated, Single Holes on Knee/Toe-Push or Electronic Operated 
e Stainless Steel Flanged Feet ° Wall Support Bracket ° Side & Rear Cross-Bracing ° З 1/2" Basket Drain(s). 
"-F" Series Splash Mount Models Include K-159 3-1/2” Goosenecks. “-F” Series Deck Mount Models Include K-134 8-1/2” Goosenecks. 


mmm 


FS-FM-40 Shown FS-FM-40-F Shown FS-FM-40EF Shown FS-FM-40KV Shown FS-FM-40FV Shown 
NO FAUCETS MANUAL FAUCETS ELECTRONIC KNEE TOE-PUSH 
INCLUDED INCLUDED OPERATED FAUCETS OPERATED FAUCETS OPERATED FAUCETS iol 
40" | Ғ5-ҒМ-40! $6609 | FS-FM-40-F $7335 | Ғ5-ҒМ-40ЕҒ $10027 | FS-FM-40KV $8466 | FS-FM-40FV 58928| 2 
60" | FS-FM-60* 7432 | FS-FM-60-F 8523 | FS-FM-60EF 12549 | FS-FM-60KV 9921 |FS-FM-60FV 10209} 3 
80” | FS-FM-80* 8477 | FS-FM-80-F 9929 | FS-FM-80EF 15299 | FS-FM-80KV 11814 |FS-FM-80FV 12179| 4 
100" | FS-FM-100* 9511 |FS-FM-100-F 11328 | FS-FM-100EF 18041 | FS-FM-100KV 13776 | FS-FM-100FV 14142| 5 
120" | FS-FM-120* 11982 | FS-FM-120-F 14164 | FS-FM-120EF 22217 | FS-FM-120KV 16952 | FS-FM-120FV 17537| 6 
14 Ga., 304 STAINLESS STEEL A.D.A. Sinks W/STAINLESS STEEL LEGS & FLANGED FEET 
5" Bowl Depth * 8 1/2" High Backsplash * 8” О.С. Faucet Holes on Manual Operated or Single Holes on Electronic Faucet Operated 
e Stainless Steel Flanged Feet ° Wall Support Bracket • Rear Cross-Bracing ° 3 1/2" Basket Drain(s). 


"-F" Series Splash Mount Models Include K-161-LU 6" Goosenecks. “-F” Series Deck Mount Models Include K-134 8-1/2” Goosenecks. 


NO FAUCETS MANUAL FAUCETS ELECTRONIC 
INCLUDED INCLUDED OPERATED FAUCETS #of 
L Faucets 
40" | FS-FM-40-ADA' $6609 | FS-FM-40-ADA-F $7339 | FS-FM-40EFADA $9711] 2 
60” | FS-FM-60-ADAt 7432 | FS-FM-60-ADA-F 8644 | FS-FM-60EFADA 12197} 3 
80” | FS-FM-80-ADA* 8477 | FS-FM-80-ADA-F 10175 | FS-FM-80EFADA 16239) 4 
100" | FS-FM-100-ADAt 9511 | FS-FM-100-ADA-F 11712 | FS-FM-100EFADA 17639| 5 
120" | FS-FM-120-ADA* 11982|FS-FM-120-ADA-F 14673 | FS-FM-120EFADA 21786| 6 | 
FS-FM-40EFADA Shown 


tAdd K-472 For Faucet Hole Revision $176 


16 Ga., 304 STAINLESS STEEL SINKS WITH STAINLESS STEEL LEGS бг FLANGED FEET 
8" Bowl Depth • 8 1/2" High Backsplash • 8” О.С. Faucet Holes on Manual Operated, Single Holes on Knee/Toe-Push or Electronic Operated 
e Stainless Steel Flanged Feet • Wall Support Bracket ° Side & Rear Cross-Bracing • 3 1/2" Basket Drain(s). 
“-Е” Series Splash Mount Models Include K-159 3-1/2” Goosenecks. “-F” Series Deck Mount Models Include K-134 8-1/2” Goosenecks. 


NO FAUCETS MANUAL FAUCETS ELECTRONIC KNEE TOE-PUSH 
INCLUDED INCLUDED OPERATED FAUCETS OPERATED FAUCETS OPERATED FAUCETS TX 
40” | ЕС-ЕМ-40* 55798 | ҒС-ҒМ-40-Ғ 56523 | FC-FM-40EF $9208 | FC-FM-40KV $7413 | FC-FM-40FV $7648 | 2 
60” | ЕС-ҒМ-60! 6619 | FC-FM-60-F 7708 | FC-FM-60EF 11734 | FC-FM-60KV 8910 | FC-FM-60FV 9394 | 3 
80" | FC-FM-80* 7773 | FC-FM-80-F 9227 | ҒС-ҒМ-80ЕҒ 14596 | FC-FM-80KV 10822 | FC-FM-80FV 11477| 4 
100” | FC-FM-100* 8916 | FC-FM-100-F 10732 | FC-FM-100EF 17443 | FC-FM-100KV 12570 | FC-FM-100FV 13544) 5 
120 | ЕС-ЕМ-120* 10727 | FC-FM-120-F 12907 | FC-FM-120EF 20962 | FC-FM-120KV 14969 | FC-FM-120FV 16282 | 6 
16 Ga., 304 STAINLESS STEEL A.D.A. SINKS W/STAINLESS STEEL LEGS & FLANGED FEET 
5" Bowl Depth ° 8 1/2" High Backsplash • 8” О.С. Faucet Holes on Manual Operated or Single Holes on Electronic Faucet Operated 
* Stainless Steel Flanged Feet * Wall Support Bracket * Rear Cross-Bracing * 3 1/2" Basket Drain(s). 


"-F" Series Splash Mount Models Include K-161-LU 6" Goosenecks. "-F" Series Deck Mount Models Include K-134 8-1/2” Goosenecks. 


NO FAUCETS MANUAL FAUCETS ELECTRONIC OPERATED 
INCLUDED INCLUDED FAUCETS # of 
L Faucets 
д” |FC-FM-40-ADA' | 55798 [ЕС-ЕМ-40-АРАЕ 56603 | FC-FM-40EFADA 58974| 2 
60” |FC-FM-60-ADA' 6619 |ЕС-ЕМ-60-АРАЕ 7857 | FC-FM-60EFADA 11414| з 
80 |FC-FM-80-ADA' 7773 |ЕС-ЕМ-80-АРАЕ 9365 FC-FM-80EFADA 14106| 4 
100' |FC-FM-100-ADA' 8916 FC-FM-T00-ADA-F — 11197|FC-FM-100EFADA 17123| 5 
120” |FC-FM-120-ADA' — 10727|FC-FM-120-ADA-F — 13420|FC-FM-120EFADA 20532! 6 АСАБА Shoir | 


*Add K-472 For Faucet Hole Revision 6176 
20 AN WARNING: Equipment that include faucets on this page may contain a chemical known to the State of California to cause cancer, birth defects or other reproductive harm. 


Щ = Ships Ма UPS NSF) NSF Service Sinks 


14 Ga., 304 STAINLESS STEEL SERVICE SINKS W/STAINLESS STEEL LEGS & FLANGED FEET 


10” ог 12" Bowl Depth ° 8-1/2” High Backsplash • 8” O.C. Faucet Holes on Manual Operated, Single Holes on Knee/Toe-Push or Electronic Operated 
* Stainless Steel Flanged Feet * Wall Support Bracket * Side & Rear Cross-Bracing 3 1/2" Basket Drain(s) 
“Р” Series Splash Mount Models Include K-159 3-1/2” Gooseneck. “-F” Series Deck Mount Models Include K-134 8-1/2” Gooseneck. 


"m TT 


FS-FM-2219 Shown FS-FM-2219-F Shown FS-FM-2219EF Shown FS-FM-2219KV Shown FS-FM-2219FV Shown 
NO FAUCET MANUAL FAUCETS ELECTRONIC KNEE TOE-PUSH 
INCLUDED INCLUDED OPERATED FAUCETS OPERATED FAUCETS OPERATED FAUCETS Bowl Overall Size 
Depth L w 
Ғ5-ҒМ-2219! 53840 | FS-FM-2219-F $4261 | FS-FM-2219EF $5545 | FS-FM-2219KV* $4767 | FS-FM-2219FV $5237| 10 23” 23” 
FS-FM-2721* 4046 | FS-FM-2721-F 4467 | FS-FM-2721EF 5751 | FS-FM-2721KV* 4971 | FS-FM-2721FV 5444) 1? 27 21102 
FS-FM-3119* 4450 | FS-FM-3119-F 4916 | FS-FM-3119EF 6327 |FS-FM-3119KV* 5471 | FS-FM-3119FV 5986 12 3” 2% 


*Knee Valve Unit Has 8" Bowl Depth 


14 Ga., 304 STAINLESS STEEL A.D.A. SERVICE SINKS W/STAINLESS STEEL LEGS & FLANGED FEET 


E 5" Bowl Depth • 8-1/2” High Backsplash • 8” О.С. Faucet Holes on Manual Operated, Single Hole on Electronic Operated 
© * Stainless Steel Flanged Feet * Wall Support Bracket * Rear Cross-Bracing * 3 1/2” Basket Drain(s). 
“-Е” Series Splash Mount Models Include K-161-LU 6” Gooseneck. “-F” Series Deck Mount Models Include K-134 8-1/2” Gooseneck. 


NO FAUCET MANUAL FAUCET ELECTRONIC 
INCLUDED INCLUDED OPERATED FAUCET Bau Overall Sizes 
Dh Low 
FS-FM-1-ADA* $5840 | FS-FM-1-ADA-F $6361 | FS-FM-1-EFADA $7545| 5 40 19-1/2” | 
Тдаа K-472 For Faucet Hole Revision $176 FS-FM-1-ADA Shown 


16 Ga., 304 STAINLESS STEEL SERVICE SINKS W/STAINLESS STEEL LEGS & FLANGED FEET 


10" or 12" Bowl Depth ° 8-1/2” High Backsplash * 8” О.С. Faucet Holes on Manual Operated, Single Holes on Knee/Toe-Push or Electronic Operated 
° Stainless Steel Flanged Feet • Wall Support Bracket ° Side & Rear Cross-Bracing • 3 1/2" Basket Drain(s). 
Gooseneck Faucet Included On “-F” Series Sinks. Splash Mt. Models Include 3-1/2” Gooseneck, Deck Mt. Models Include 6” Gooseneck. 


T " Т Т 7 _ 


FC-FM-2219 Shown FC-FM-2219-F Shown FC-FM-2219EF Shown FC-FM-2219KV Shown 


NO FAUCET MANUAL FAUCET 
INCLUDED INCLUDED 


Splash Mount Price 


FC-FM-2219FV Shown 


ELECTRONIC KNEE TOE-PUSH 


OPERATED FAUCET OPERATED FAUCET OPERATED FAUCETS Bow! Overall Sizes 
Splash Mount Price Depth L W 
ЕС-ЕМ-2219! 53478 | FC-FM-2219-F 53900 | ҒС-ҒМ-2219ЕҒ 55182 | FC-FM-2219KV* 54274 | FC-FM-2219FV 54844| 10° 27 19127 
ЕС-ЕМ-2721* 3630 | ҒС-ҒМ-2721-Ғ 4052 | FC-FM-2721EF 5333 | FC-FM-2721KV* 4554 | FC-FM-2721FV 5001| 12° 27 211/2 
ЕС-ҒМ-3119! 4450 |ҒС-ҒМ-3119-Ғ 4458 | FC-FM-3119EF 5009 | FC-FM-3119KV* 5009 | FC-FM-3119FV 5501| 12 31” 23 


*Knee Valve Unit Has 8” Bowl Depth 


16 СА, 304 STAINLESS STEEL A.D.A. SERVICE SINKS W/STAINLESS STEEL LEGS & FLANGED FEET 


5" Bowl Depth • 8-1/2” High Backsplash • 8” О.С. Faucet Holes on Manual Operated, Single Hole on Electronic Operated 
* Stainless Steel Flanged Feet * Wall Support Bracket * Rear Cross-Bracing * 3 1/2” Basket Drain(s). 


"-F" Series Splash Mount Models Include K-161-LU 6” Gooseneck. “-F” Series Deck Mount Models Include K-134 8-1/2” Gooseneck. 


NO FAUCET MANUAL FAUCET ELECTRONIC 
INCLUDED INCLUDED OPERATED FAUCET 


verall Sizes 
Bowl Е i 


Depth L w 
5i 40 19 1/2” 


Splash Mount Price | Splash Mount Price | Model # 


FC-FM-1-ADA' $5564 | FC-FM-1-ADA-F $6084 | FC-FM-1-EFADA | 
*Add K-472 For Faucet Hole Revision $176 FC-FM-1-EFADA Shown 
ÆA WARNING: Equipment that include faucets on this page may contain a chemical known to the State of California to cause cancer, birth defects or other reproductive harm. | 
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Square Corner Multi-Stations 


4 = Ships Via UPS 
16 Ga., 304 STAINLESS STEEL MULTI-STATIONS W/STAINLESS STEEL LEGS & FLANGED FEET 


8” Bowl Depth ° 8 1/2" High Backsplash • 8” О.С. Faucet Holes on Manual Operated, Single Holes on Knee/Toe-Push or Electronic Operated 
* Stainless Steel Flanged Feet * Wall Support Bracket * Side & Rear Cross-Bracing * 3 1/2” Basket Drain(s) 


inthe 


19-FM-40 Shown 19-FM-40-F Shown 19-FM-40EF Shown 19-FM-40KV Shown 19-FM-40FV Shown 
MANUAL FAUCETS ELECTRONIC KNEE TOE-PUSH 
INCUDED INCLUDED OPERATED FAUCETS OPERATED FAUCETS OPERATED FAUCETS 
# of Cu. 
L |Model # Price | Model # Price |Model # Price | Model # Price |Model # Price | Faucets Wt. Ft. 
Ң 23” |19-FM-23'  $3204|19-FM-23-F 53568 |19-ЕМ-23ЕЕ 55008 19-FM-23KV 54099 | 19-FM-23FV 54227 1 50105. 10 
40" |19-ҒМ-40! 4795 | 19-ҒМ-40-Ғ 5521 | 19-ҒМ-40ЕҒ 8205 | 19-FM-40KV 6411 | 19-FM-40FV 6645 2 60 lbs. 15 
60” | 19-FM-60* 5705 | 19-FM-60-F 6796 |19-ЕМ-60ЕЕ 10822 19-FM-60KV 7999 | 19-FM-60FV 8481 3 70 lbs. 18 
80" |19-ҒМ-80! 6273 | 19-FM-80-F 7726 | 19-FM-80EF 13248 | 19-FM-80KV 9477 | 19-FM-80FV 10130 4 90 165. 22 
100” |19-ҒМ-100: 7492 |19-ЕМ-100-Е5+ 9309 |19-ЕМ-100ЕЕ 16020 19-FM-100KV 11147 | 19-ҒМ-100ҒУ 12122 5 120 Ibs. 30 
120” |19-ЕМ-120 9372 |19-ЕМ-120-Е 11552 |19-ЕМ-120ЕЕ 19608 |19-ЕМ-120КМ 136141 19-ҒМ-120ҒУ 14929 6 155 Ibs. 36 
tAdd K-472 For Faucet Hole Revision 6176 
16 GAUGE, 304 STAINLESS STEEL A.D.A. MULTI-STATIONS 
WITH TUBULAR SUPPORTS 
5” Bowl Depth • 8 1/2" High Backsplash • 8” О.С. Faucet Holes on Manual Operated or Single Holes on Electronic Faucet Operated 
* Stainless Steel Flanged Feet * Wall Support Bracket « Rear Cross-Bracing * 3 1/2" Basket Drain(s) 
79 m m Hands-Free 
Electronic Faucet 
19-FM-40-ADA Shown 19-FM-40-ADA-F Shown 19-FM-40-EFADA Shown 
NO FAUCETS MANUAL FAUCETS ELECTRONIC 
INCLUDED INCLUDED OPERATED FAUCETS # of Cu. 
L Model # Price | Моде # Price Model # Price Faucets Wt. Ft. 
40" 19-FM-40-ADA* $4795 |19-ЕМ-40-АРА-Е $5789 19-FM-40EFADA $8072 2 60 lbs. 15 
60” 19-FM-60-ADA* 5705 |19-ЕМ-60-АРА-Е 7267 19-FM-60EFADA 10604 3 70105. 18 
80” 19-FM-80-ADA‘* 6273 | 19-FM-80-ADA-F 8509 19-FM-80EFADA 13097 4 100 lbs. 22 
100” 19-FM-100-ADA* 7492 |19-ЕМ-100-АРА-Е 10095 19-FM-100EFADA 15865 5 130 Ibs. 30 
120” 19-FM-120-ADA* 9372 |19-FM-120-ADA-F 12495 19-FM-120EFADA 19344 6 165lbs. 36 


tAdd K-472 For Faucet Hole Revision 6176 


22 | Ж WARNING: Equipment that includes а faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p6warnings.ca. gov. 


Square Corner Service Sinks 
16 GAUGE, 304 STAINLESS STEEL SERVICE SINKS W/STAINLESS STEEL LEGS & FLANGED FEET 


12" Bowl Depth (Excludes Knee Valve Units") * 8 1/2" High Backsplash • 8” О.С. Faucet Holes on Manual Operated, Single Holes on Knee/Toe-Push or Electronic Operated 
* Stainless Steel Flanged Feet • Wall Support Bracket ° Side & Rear Cross-Bracing • 3 1/2" Basket Drain(s) 


TAAA 


WSS-14-21-FM Shown WSS-14-21-FM-F Shown WSS-14-21EF-FM Shown WSS-14-21KV-FM Shown WSS-14-21FV-FM Shown 


Toe-Push Valve 


NO FAUCET MANUAL FAUCET ELECTRONIC KNEE TOE-PUSH 


INCLUDED INCLUDED OPERATED FAUCETS OPERATED FAUCETS OPERATED FAUCETS Cu. 


Model # Price | Model # Price | Model # Price |Model # Price | Model # 


Price 
WSS-14-21-FM' $3340 |WSS-14-21-FM-F $3703 | WSS-14-21EF-FM $5044 | WSS-14-21KV-FM* $4135 | WSS-14-21FV-FM $4265 | 18" 17-1/2" 45lbs. 8 
WSS-16-25-FM' 3626 |WSS-16-25-FM-F 3988 | WSS-16-25EF-FM 5331 | WSS-16-25KV-FM* 4551 


WSS-16-25FV-FM 5039 | 22° 19-12” 52lbs. 10 
WSS-16-31-FM' 3988 |WSS-16-31-FM-F 4388 | WSS-16-31EF-FM 5864 | WSS-16-31KV-FM* 5008 | WSS-16-31FV-FM 5544 | 31” 19-1/2” 58105. 11 
*Add K-472 For Faucet Hole Revision $176 *Knee Valve Unit Has 8" Bowl Depth 


16 GaucE, 304 STAINLESS STEEL A.D.A. SERVICE SINKS 
WITH TUBULAR SUPPORTS 


5” Bowl Depth ° 8 1/2" High Backsplash • 8” О.С. Faucet Holes on Manual Operated, Single Holes on Electronic Operated 
* Stainless Steel Flanged Feet • Wall Support Bracket • Rear Cross-Bracing ° 3 1/2" Basket Drain(s) 


Hands-Free 
Electronic Faucet 


19-FM-1-ADA Shown 19-FM-1-ADA-F Shown 19-FM-1-EFADA Shown 


MANUAL FAUCET ELECTRONIC 
INCLUDED OPERATED FAUCET 


Model # Price | Model # Price | Model # Price 


19-FM-1-ADA* $4659 | 19-FM-1-ADA-F* $5082 | 19-FM-1-EFADA $6283 
*Add K-472 For Faucet Hole Revision 6176 


MULTI-STATION HAND SINK ACCESSORIES & MODIFICATIONS 


K-161-LU Md т ТА-19 


K-134 
Description Price Model Description Price 


NO FAUCET 
INCLUDED 


40” 1911/24 60 Ibs. 15 


3 1/2" Drain (1 1/2" I. P.S.) $64 ea. K-1118 Extra H.D. 8” Splash Mounted Faucet 512 ea. 


Stainless Steel Soap Dispenser 575 ea. K-316-LU Wrist Handles 161 pair 


8” Swing Spout Splash Mt. Faucet 316 ea. K-472 Faucet Hole Revision (Manual Faucet Operated Sinks Only) 176 


Single Hole, Splash Mounted 3-1/2" Gooseneck Spout 197 ea. 
© 5 2 Reduce rear splash оп ADA multi-station hand sink or service sink to 


Deck Mounted 8-1/2” Gooseneck Faucet (8” О.С.) 861 еа. (440 "tall (top of splash 39” AFF if installed at ADA working height, allows 
Splash Mounted 3-1/2” Gooseneck Faucet (8” О.С.) 627 ea. ADA compliant mirror (by others) to be mounted over sink) 


Зва Moun'eg 6" Gooseneck Faucet (8" О.С.) 699 ea. K-508 Special Sizing Charge (Larger Size Cut Down To Smaller Size) 
With Wrist Handles 


N/C 


32 ea TA-19 Adjustable Stainless Steel Flanged Bullet Foot 
Strainer Plate for 3-1/2” Drain Н 


Ж WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 23 


Deep Drawn Bowls Are Seamless And 
NSF) Drawn Out of a Single Sheet of Steel 


Deep Drawn Sinks 


Features and Benefits 


Now All Adjustable Cross Bracing! “3” Large Radius Corners 


ALL MODELS INCLUDE ғы * Easy to Clean 
STAINLESS STEEL LEGS S 2. 
“Мо Welded Seams 
& BULLET FEET 
94 Series 93 & 9 Series 
SPEC-LINE ”94” Series STANDARD "93" Series SUPERSAVER "9" Series 
* 14 ga. 304 Stainless Steel * 16 ga. 304 Stainless Steel * 18 ga. 304 Stainless Steel 
* Stainless Steel Adjustable Cross Bracing e Stainless Steel Adjustable Side Cross Bracing | * Stainless Steel Adjustable Side Cross Bracing 
On Front and Sides * Stainless Steel Legs and Bullet Feet * Stainless Steel Legs and Bullet Feet 
* 16 ga. 304 Stainless Steel Legs & Bullet Feet | • 8" Backsplash • 8" Backsplash 
* 11" Backsplash - * 12" Deep Sink Bowls * 12" Deep Sink Bowls 
• 14" Deep Sink Bowls ШЕ ONLY 14 GAUGE 
еер Drawn SINK! 


х 


ONE, Two, THREE AND FOUR COMPARTMENTS 
with No Drainboards 


шы Spec-Line s series Standard s series Super Saver o series 
14" Water Level 12" Water Level 12" Water Level 
O.A. # of Approx. Approx. Approx. 

Bowl Size Length Comp. Model # Price — Wt.(Ibs. Model # Price Wt. (Ibs. Model # Price Wt. (Ibs.) Си. Ft. 
25" One 94-1-24 $5404 T 93-1-24 $3512 62 9-1-24 $3222 54 20 
44” Two 94-2-36 7013 109 93-2-36 4815 76 9-2-36 4412 66 20 
62” Three | 94-3-54 8665 142 93-3-54 6096 107 9-3-54 5587 95 28 
*81” Four 94-4-72 11079 225 93-4-72 7882 176 9-4-72 7234 155 44 
29” One 94-21-20 5904 92 93-21-20 3829 80 9-21-20 3771 61 20 
52” Two 94-22-40 7700 116 93-22-40 5298 92 9-22-40 4858 79 23 
74” Three | 94-23-60 9911 232 93-23-60 7022 188 9-23-60 6435 169 44 
*97” Four 94-24-80 12458 285 93-24-80 8971 210 9-24-80 8250 192 56 
272 One N/A - - 93-61-18 4116 84 9-61-18 3802 78 24 
48" Two N/A - - 93-62-36 5545 144 9-62-36 5122 132 26 
68" Thre | М/А = - 93-63-54 7217 203 9-63-54 6651 188 36 
89” Four N/A = - 93-64-72 9110 264 9-64-72 8415 255 56 
332 One 94-41-24 6325 97 93-41-24 4435 85 9-41-24 4070 80 23 
60” Two 94-42-48 9151 174 93-42-48 6684 145 9-42-48 6130 133 31 
*86” Three | 94-43-72 11529 252 93-43-72 8752 213 9-43-72 8028 200 56 

*113” Four 94-44-96 14330 347 93-44-96 11232 302 9-44-96 10292 281 74 
29” One 94-81-20 6972 134 93-81-20 4616 94 9-81-20 4220 82 27 
52” Two 94-82-40 9175 176 93-82-40 6779 150 9-82-40 6213 138 45 
ТАС Three | 94-83-60 11877 255 93-83-60 9052 225 9-83-60 8296 216 65 
*97” Four | 94-84-80 15156 345 93-84-80 11703 310 9-84-80 10715 287 78 

* Requires Two Faucets Weights and Cubes are approximate See pages 35 and 36 for faucets, accessories, and modifications. 


Shown 


Bowl Size 


Spec-Li ПЕ 94 Series 


14 Са. 304 5/5 
14” Water Level 


Sta nda rd 93 Series 


16 Ga. 304 S/S 
12” Water Level 


Deep Drawn Sinks 


ONE COMPARTMENT WITH Two DRAINBOARDS 


Su per Saver 9 Series 


18 Ga. 304 S/S 


12” Water Level 


94 Series 
Shown 


Bowl Size 


16” x 20” 


20” x 20” 


Weights and Cubes are approximate 


See pages 35 and 36 for faucets, accessories, and modifications. 


ОЛ.  DRBD Approx. Approx. Approx. Cu. 
Length Size Model # Price Wt. (Ibs.) Model # Price Wt. (Ibs.) Model # Price Wt.(Ibs.) Ft. 
54" 18" | 94-1-24-18RL $5798 97 | 93-1-24-18RL $5042 82 | 9-1-24-18RL $4782 71 29 
66” 24" | 94-1-24-24RL 6028 118 | 93-1-24-24RL 5204 95 | 9-1-24-24RL 4811 95 33 
90” 36” | 94-1-24-36RL 6626 164 | 93-1-24-36RL 5583 134 |9-1-24-36RL 5108 134 48 
58” 18" | 94-21-20-18RL 6367 95 | 93-21-20-18RL 5523 78 | 9-21-20-18RL 5023 78 26 
70” 24" | 94-21-20-24RL 6569 117 | 93-21-20-24RL 5574 92 | 9-21-20-24RL 5133 92 34 
94” 36" | 94-21-20-36RL 7451 168 | 93-21-20-36RL 5917 147 | 9-21-20-36RL 5705 147 50 
56” 18" | М/А - - 93-61-18-18RL 5764 138 | 9-61-18-18RL 5278 138 29 
68” 24" | N/A = 93-61-18-24RL 5815 150 | 9-61-18-24RL 5387 150 43 
92” 36" | N/A = - 93-61-18-36RL 6150 180 | 9-61-18-36RL 5948 180 67 
74” 24” | 94-41-24-24RL 7615 213 | 93-41-24-24RL 6768 185 | 9-41-24-24RL 6283: 185 48 
98” 36" | 94-41-24-36RL 8918 252 | 93-41-24-36RL 7033 210 |9-41-24-36RL 6571 210 64 
58” 18" | 94-81-20-18RL 7539 173 | 93-81-20-18RL 6830 150 | 9-81-20-18RL 6357 150 46 
70” 24° | 94-81-20-24RL 7745 186 | 93-81-20-24RL 7033 165 | 9-81-20-24RL 6565 165 55 
94” 36" | 94-81-20-36RL 9746 225 | 93-81-20-36RL 7249 195 | 9-81-20-36RL 6733 195 73 
Weights and Cubes аге approximate 
ONE COMPARTMENT WITH ONE DRAINBOARD 
Spec-Line s series Standard өз series Super Saver ə series 
14” Water Level 12” Water Level 12” Water Level 

ОЛ.  DRBD. Approx. Approx. Approx. Cu. 
Length Size Model # Price Wt. (165.) Model # Price Wt. (Ibs.) Model # Price Wt.(Ibs.) Рі. 
94-1-24-18RorL $5579 93-1-24-18RorL $4816 9-1-24-18RorL 20 
94-1-24-24RorL 5676 93-1-24-24RorL 4875 9-1-24-24RorL 24 
94-1-24-36RorL 6186 93-1-24-36RorL 5388 9-1-24-36RorL 26 

44” 18” | 94-21-20-18RorL 6127 98 | 93-21-20-18RorL 5337 90 | 9-21-20-18RorL 4846 71 20 
50” 24” | 94-21-20-24RorL 6222 104 | 93-21-20-24RorL 5378 96 | 9-21-20-24RorL 4896 ТТ 23 
62” 36” | 94-21-20-36Когі. 6971 127 | 93-21-20-36RorL 5533 120 | 9-21-20-36RorL 5012 91 31 
42” 18" | N/A = - 93-61-18-18RorL 5581 94 | 9-61-18-18RorL 5108 75 24 
48” 24" | N/A - 93-61-18-24RorL 5623 103 | 9-61-18-24RorL 5152 84 27 
60” 36" | N/A = - 93-61-18-36RorL 5770 122 | 9-61-18-36RorL 5262 95 38 
54” 24" | 94-41-24-24RorL 7270 126 | 93-41-24-24RorL 6469 118 | 9-41-24-24RorL 5904 92 28 
66” 36" | 94-41-24-36RorL 8395 149 | 93-41-24-36RorL 6613 141 | 9-41-24-36RorL 6059 110 42 
44” 18” | 94-81-20-18RorL 7116 139 | 93-81-20-18RorL 6520 130 | 9-81-20-18RorL 5982 107 36 
50” 24” | 94-81-20-24RorL 7237 146 | 93-81-20-24RorL 6645 137 | 9-81-20-24RorL 6097 113 46 
62” 36" | 94-81-20-36RorL 9137 170 | 93-81-20-36RorL 6772 159 | 9-81-20-36RorL 6246 133 54 
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Deep Drawn Sinks 


94 Series 
Shown 


5 pec-Li ПЕ ол Series 


Sta nda rd 93 Series 


Two COMPARTMENTS WITH Two DRAINBOARDS 
Super Saver o series 


14 Ga. 304 S/S 16 Ga. 304 S/S 18 Ga. 304 S/S 
14” Water Level 12” Water Level 12” Water Level 


О.А.  DRBD. Approx. Approx. Approx. Cu. 
Bowl Size Length Size Model # Price Wt. (Ibs.) Model # Price Wt. (lbs. Model # Price Wt.(Ibs.) Ft. 
94-2-36-18RL $7801 141 | 93-2-36-18RL $6621 118 | 9-2-36-18RL $6038 100 | 40 
16” x 20” 94-2-36-24RL 7985 156 | 93-2-36-24RL 6742 1530 | 9-2-36-24RL 6136 | 46 
94-2-36-36RL 8830 212 | 93-2-36-36RL 7619 169 | 9-2-36-36RL 6859 144 | sg 
94-22-40-18RL 8798 176 | 93-22-40-18RL 7484 147 | 9-22-40-18RL 6688 25 44 
94-22-40-24RL 8943 220 | 93-22-40-24RL 7569 184 | 9-22-40-24RL 6744 |62 50 
94-22-40-36RL 9782 273 | 93-22-40-36RL 8031 237 | 9-22-40-36RL 7118 235 72 
М/А - 93-62-36-18RL 7671 206 |9-62-36-18RL 6903 1g 50 
18" x 24" N/A - 93-62-36-24RL 7750 241 | 9-62-36-24RL 6953 256 58 
N/A - 93-62-36-36RL 8191 297 | 9-62-36-36RL 7310 271 96 
за» х оа ШОЙ 94-42-48-24RL 10828 339 | 93-42-48-24RL 9581 295 | 9-42-48-24RL 8682 259 65 
125" зв” | 94-42-48-36RL 11626 зәт | 93-42-48-36RL 9921 339 |9-42-48-36RL 9731 314 | 5 
81” 18” | 94-82-40-18RL 10292 251 | 93-82-40-18RL 9999 219 | 9-82-40-18RL 9490 1904 64 
өз” 24” | 94-82-40-24RL 10753 294 | 93-82-40-24RL 10216 253 | 9-82-40-24RL 97001 5 | 73 
117^ 36” |94-82-40-36RL 11479 333 | 93-82-40-36RL 10419 287 | 9-82-40-36RL 9878 261 96 
Weights and Cubes аге approximate 
Two COMPARTMENTS WITH ONE DRAINBOARD 
Spec-Line эг series Standard өз series Super Saver ә series 
‘Shawn 14” Water Level 12” Water Level 12” Water Level 
О.А.  DRBD. Approx. Approx. Approx. Cu. 
Bowl Size Length Size Model # Price Wt. (Ibs.) Model # Price Wt. (lbs. Model # Price Wt.(Ibs.) Рі. 
94-2-36-18RorL $7539 108 | 93-2-36-18RorL $6375 вв | 9-2-36-18RorL $5845 72 26 
16" x 20" 94-2-36-24RorL 7671 115 | 93-2-36-24RorL 6471 ов | 9-2-36-24RorL 5910 во 34 
94-2-36-36RorL 8066 158 | 93-2-36-36RorL 6589 132 | 9-2-36-36RorL 5998 115 42 
94-22-40-18RorL 8528 118 | 93-22-40-18RorL 7260 96 | 9-22-40-18RorL 6508 өз 30 
20” x 20” 94-22-40-24RorL 8627 136 | 93-22-40-24RorL 7296 114 | 9-22-40-24RorL 6536 95 39 
94-22-40-36RorL 9097 163 | 93-22-40-36RorL 7415 140 | 9-22-40-36RorL 6625 123 | 46 
62” 18" | N/A - 93-62-36-18RorL 7444 128 | 9-62-36-18RorL 6729 115 40 
18” х 24” С 24” | N/A - 93-62-36-24RorL 7484 139 | 9-62-36-24RorL 6753 126 | 44 
80” 36" |N/A - 93-62-36-36RorL 7599 174 | 9-62-36-36RorL 6837 158 53 
80” 24” | 94-42-48-24RorL 10382 229 | 93-42-48-24RorL 9188 194 | 9-42-48-24RorL 8386 172 | 53 
D 92" 36" | 94-42-48-36RorL 11013 261 | 93-42-48-36RorL 9889 235 | 9-42-48-36RorL 9427 194 60 
66” 18" | 94-82-40-18RorL 10218 213 | 93-82-40-18RorL 9786 183 | 9-82-40-18RorL 9192 167 | 60 
727 24” | 94-82-40-24RorL 10339 227 | 93-82-40-24RorL 9907 195 | 9-82-40-24RorL 9310 176 64 
84" 36" |94-82-40-36RorL 10907 266 | 93-82-40-36RorL 10229 227 | 9-82-40-36RorL 9387 207 | 76 


Weights and Cubes are approximate 


See pages 35 and 36 for faucets, accessories, and modifications. 


Deep Drawn Sinks 


THREE COMPARTMENTS WITH Two DRAINBOARDS 


-, Spec-Line o4 series Standard өз series Super Saver ə series 
2. 14 Ga. 304 S/S 16 ба. 304 S/S 18 Ga. 304 S/S 
14” Water Level 12” Water Level 12” Water Level 


О.А. DRBD. Approx. Approx. Approx. Cu. 
Bowl Size Length Size Model # Price Wt. (165.) Model # Price Wt. (Ibs.) Model # Price Wt.(Ibs.) Рі. 
91” 18” | 94-3-54-18RL $9249 230 | 93-3-54-18RL $7923 189 | 9-3-54-18RL $6119 182 49 
103” 24” | 94-3-54-24RL 9444 248 | 93-3-54-24RL 8042 197 | 9-3-54-24RL 6222 190 55 
127” 36” | 94-3-54-36RL 10355 275 | 93-3-54-36RL 8535 239 | 9-3-54-36RL 8042 208 96 


103” 18” 94-23-60-18RL 10896 248 | 93-23-60-18RL 9395 203 | 9-23-60-18RL 8427 198 59 
115” 24” | 94-23-60-24RL 11215 276 | 93-23-60-24RL 9639 220 | 9-23-60-24RL 8633 195 65 
139” 36” 94-23-60-36RL 12096 408 | 93-23-60-36RL 9988 387 | 9-23-60-36RL 8910 364 89 


97” 18" | М/А = - | 93-63-54-18RL 9522 289 | 9-63-54-18RL 8586 226 62 
109” 24" |N/A 8 - | 93-63-54-24RL 9753 304 | 9-63-54-24RL 8790 233 85 
133" 36” | N/A E - | 93-63-54-36RL 10099 367 | 9-63-54-36RL 9048 325 96 


“127” 24” | 94-43-72-24RL 13382 390 | 93-43-72-24RL 12059 331 | 9-43-72-24RL 10936 3518 98 
*151” 36" | 94-43-72-36RL 14356 448 | 93-43-72-36RL 12324 393 | 9-43-72-36RL 11656 345 110 
103” 18" | 94-83-60-18RL 13542 358 | 93-83-60-18RL 12113 315 | 9-83-60-18RL 11538 277 83 
115” 24" | 94-83-60-24RL 13737 394 | 93-83-60-24RL 12320 346 | 9-83-60-24RL 11736 305 95 
139” 36" | 94-83-60-36RL 14768 451 | 93-83-60-36RL 12614 398 | 9-83-60-36RL 11938 350 109 


* Requires Two Faucets Weights and Cubes are approximate 


THREE COMPARTMENTS WITH ONE DRAINBOARD 


Spec-Line s series Standard өз series Super Saver sseries 
94 Series 14 Ga. 304 S/S 16 Ga. 304 S/S 18 Ga. 304 S/S 
Shown 14” Water Level 12” Water Level 12” Water Level 
О.А. DRBD. Approx. Approx. Approx. Cu. 
Bowl Size Length Size Model # Price Wt. (Ibs.) Model # Price Wt. (lbs. Model # Price Wt. (Ibs.) Рі. 


Ta 18” | 94-3-54-18RorL $9029 214 | 93-3-54-18RorL $7711 173 | 9-3-54-18RorL $5914 167 42 
83” 24” 94-3-54-24RorL 9123 222 | 93-3-54-24RorL 7770 188 | 9-3-54-24RorL 5971 177 45 
95” 36" | 94-3-54-36RorL 9642 243 | 93-3-54-36RorL 8287 220 | 9-3-54-36RorL 7476 190 51 


89” 18” | 94-23-60-18RorL 10650 234 | 93-23-60-18RorL 9145 207 | 9-23-60-18RorL 8224 184 52 
95” 24” | 94-23-60-24RorL 10722 245 | 93-23-60-24RorL 9185 205 | 9-23-60-24RorL 8250 193 55 
107” 36" | 94-23-60-36RorL 11327 252 | 93-23-60-36RorL 9485 216 | 9-23-60-36RorL 8347 208 60 


83” 18” | N/A - - 93-63-54-18RorL 9274 271 | 9-63-54-18RorL 8386 255 54 
89" 24" N/A - - 93-63-54-24RorL 9310 281 | 9-63-54-24RorL 8415 269 58 
101" 36” | N/A - - 93-63-54-36RorL 9610 зоо | 9-63-54-36RorL 8503 287 65 


*107" 24" |94-43-72-24RorL 13043 342 | 93-43-72-24RorL 11707 312 |9-43-72-24RorL 10698 298 68 
*119" 36" | 94-43-72-36RorL 14097 365 | 93-43-72-36RorL 11806 339 | 9-43-72-36RorL 11353 320 96 
89" 18" | 94-83-60-18RorL 13159 281 | 93-83-60-18RorL 11813 232 | 9-83-60-18RorL 11292 225 79 
95" 24° | 94-83-60-24RorL 13275 296 | 93-83-60-24RorL 11931 273 | 9-83-60-24RorL 11404 268 86 
107" 36" | 94-83-60-36RorL 13736 зов | 93-83-60-36RorL 12042 287 | 9-83-60-36RorL 11474 277 89 


* Requires Two Faucets Weights and Cubes are approximate See pages 35 and 36 for faucets, accessories, and modifications. 
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Deep Drawn Sinks 


FOUR COMPARTMENTS WITH Two DRAINBOARDS 
Spec-Line эг series Standard өз series Super Saver ә series 


14 Ga. 304 S/S 16 Ga. 304 S/S 18 Ga. 304 S/S 
14” Water Level 12” Water Level 12” Water Level 


94 Series 
Shown 


О.А.  DRBD. Approx. Approx. Approx. Cu. 
Bowl Size Length Size Model # Price Wt. (Ibs.) Model # Price М. (Ibs.) Model # Price Wt.(Ibs.) Рі. 
94-4-72-18RL $11581 210 | 93-4-72-18RL $9980 183 | 9-4-72-18RL $9258 175 58 
16” x 20” 94-4-72-24RL 11796 275 | 93-4-72-24RL 10131 252 | 9-4-72-24RL 9383 241 64 
94-4-72-36RL 12659 313 | 93-4-72-36RL 10440 287 | 9-4-72-36RL 9936 274 86 
94-24-80-18RL 13510 293 |93-24-80-18RL 11626 268 | 9-24-80-18RL 10440 259 87 
20" x 20" 94-24-80-24RL 13647 312 | 93-24-80-24RL 11776 286 | 9-24-80-24RL 10533 275 95 
94-24-80-36RL 14627 351 | 93-24-80-36RL 12101 322 | 9-24-80-36RL 11079 зов 111 
118” 18” | N/A = 93-64-72-18RL 11692 346 | 9-64-72-18RL 10536 336 82 
18” x 24” 130” 24” |N/A - 93-64-72-24RL 11832 355 | 9-64-72-24RL 10634 344 90 
154” 36" | N/A = 93-64-72-36RL 12146 392 | 9-64-72-36RL 11162 378 106 
154” 24” | 94-44-96-24RL 16125 395 | 93-44-96-24RL 15187 361 | 9-44-96-24RL 13449 348 106 
ЕЧ 178” 36" | 94-44-96-36RL 17283 431 | 93-44-96-36RL 15534 398 | 9-44-96-36RL 1462 382 122 
126” 18" | 94-84-80-18RL 16389 382 | 93-84-80-18RL 15514 361 | 9-84-80-18RL 14647 350 97 
138” 24” | 94-84-80-24RL 16598 402 | 93-84-80-24RL 15722 374 | 9-84-80-24RL 14852 361 106 
162” 36” | 94-84-80-36RL 17832 442 | 93-84-80-36RL 16029 411 | 9-84-80-36RL 15027 395 124 
ALL UNITS REQUIRE TWO FAUCETS Weights and Cubes are approximate 
FouR COMPARTMENTS WITH ONE DRAINBOARD 
| Spec-Line «s series Standard өз series Super Saver ə series 
14” Water Level 12” Water Level 12” Water Level 

О.А.  DRBD. Approx. Approx. Approx. Cu. 
Bowl Size Length Size Model # Price Wt. (Ibs.) Model # Price Wt. (lbs. Model # Price Wt.(Ibs.) Рі. 
95” 18" | 94-4-72-18RorL $11166 202 | 93-4-72-18RorL $9585 165 | 9-4-72-18RorL $8911 158 52 
101” 24” | 94-4-72-24RorL 11266 216 | 93-4-72-24RorL 9649 186 | 9-4-72-24RorL 8952 175 54 
1132 36” | 94-4-72-36RorL 12065 260 | 93-4-72-36RorL 9951 238 | 9-4-72-36RorL 9519 227 60 
111” 18" | 94-24-80-18RorL 13186 299 | 93-24-80-18RorL 11395 241 | 9-24-80-18RorL 9477 229 61 
117” 24” | 94-24-80-24RorL 13258 320 | 93-24-80-24RorL 11433 250 | 9-24-80-24RorL 10292 239 82 
129” 36" | 94-24-80-36RorL 14043 341 | 93-24-80-36RorL 11589 267 | 9-24-80-36RorL 10418 250 90 
103” 18" | N/A = - 93-64-72-18RorL 11465 329 | 9-64-72-18RorL 9778 318 72 
109” 24^ | N/A = 93-64-72-24RorL 11507 338 | 9-64-72-24RorL 1039 329 76 
121” 36" | N/A - - 93-64-72-36RorL 11660 353 | 9-64-72-36RorL 10511 341 84 
133” 24” | 94-44-96-24RorL 15682 354 | 93-44-96-24RorL 14858 336 | 9-44-96-24RorL 13160 327 92 
ЕЗ 145” 36” | 94-44-96-36RorL 16215 376 | 93-44-96-36RorL 15041 355 | 9-44-96-36RorL 14178 344 100 
111” 18” | 94-84-80-18RorL 16009 348 | 93-84-80-18RorL 15211 329 | 9-84-80-18RorL 14356 317 87 
le? 24° | 94-84-80-24RorL 16127 364 | 93-84-80-24RorL 15326 337 | 9-84-80-24RorL 14478 329 91 
129” 36" | 94-84-80-36RorL 17156 382 | 93-84-80-36RorL 15447 355 | 9-84-80-36RorL 14539 347 100 


ALL UNITS REQUIRE TWO FAUCETS 
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Weights and Cubes are approximate 


See pages 35 and 36 for faucets, accessories, and modifications. 


© Specialty Sinks 
Corner Sinks OPTIONAL: 


А 5/8” Thick Poly-Vance Cutting Boards Available 
16 Gauge, 304 Stainless Steel (See Grid For Proper Model) 
“ Adjustable Cross-Bracing 


* Stainless Steel Legs Six Deep Drawn Combinations To Choose From! 


* Stainless Steel Adjustable Bullet Feet 


Орїїопа! 


Арргох. Арргох. Роіу-Уапсе 
Model # Bowl Sizes im. im. Price Wt. Cubes | Cutting Boards 


E 
к. 


1) 20” x 20” x 12” 
2) 16^х20х 125 


94-K2-24D 3)20х20х12 71x7” 24” 10905 265 lbs. 99 К-2Е 413 
94-K4-24D з)24”х24”х127” 79x79 24” 11630 33816. 114 | K-2F 413 


94-K6-18D 61"x61" 18 $10625 231105. 71 К-2Е 6413 


94-K8-30D 120" 20" 127 sexs зои 12382 350lbs. 131 |K-2E 413 
2) 20” x 28" x 12" 


REQUIRES 
TWO FAUCETS 94-K3-11D Shown 


Jue 1) 14° x 1^ x 12” Mm s t 
94-K3-11D 2) 14° x e x 127 54" x 54 17 7281 215105 60 |К-2Н 413 


МІМІ 1) 14” x 14” x 10" — ñ _ 
ЕЕ K5-11D 2) 10° x 14" x 10” 42" x 42 11 7888 18010 57 | K-2H 413 


FABRICATED SPECIALTY SINKS 
Convenience Store Sinks 


Our Solution....to Your Limited Space Problem All Sinks Feature 
In Six Feet or less... you can WASH, RINSE & SANITIZE TWO Drainboards 


“18 Gauge Stainless Steel “ Stainless Steel Legs 
* Welded Cross Bracing * Stainless Steel Adjustable Bullet Feet 


Drbd. O.A. Approx. Approx. 
Model # Bowl Size # of Comp. Size Length Price Wt. Cu. 
K7-CS-21 10" x 14? x 10" 3 n 58” $3891 85 lbs. 27 
K7-CS-22 10" x 14" x 10” 3 70" 4000 120155. 39 
K7-CS-29 Jess Тр 8 ? 70" 4261 138155. 39 
K7-CS-32 ПО x ОО ру 3 64” 4946 130155. 35 


Su per Size Sinks 16 Gauge, 304 Stainless Steel 


# of Drbd. Overall Size Approx. 
Model # Bowl Size Comp. Size Lxw Price Wt. 
K7-3-1432-18RL* 14° x 32” x 12” 3 18” 78” x 36” 510359  290!bs. 
K7-3-2030-24RL  20'x30'x14" 24” 108” x 36” 14832 345 Ibs. 
K7-3-2430-24RL 24” x30” x14” 24” 120” x 36” 15420 380 bs. “ Fabricated Design ° Stainless Steel Legs 
K7-3-3024-24RL 30” x 24” x 14” 24” 138” x 30” 15961 395 lbs. * 16 да. 304 Series * Stainless Steel Adjustable 


K7-3-3030-24RL 30х30х14” 24” 138” x 36” 16717 420 lbs. * 14” Deep Bowls Bullet Feet 
* Tile Edge Splash * Space Saving - 


*12" Deep Bowls For 14 Gauge Units Add -14 At End Of Model Number & Add $741 List. * Full Skirt Design Reduced Overall Lengths 


Meat & Platter Sink ( Heavy Duty Extra Long Faucet ) 
16 Gauge, 304 Stainless Steel Required Faucet For Meat & Platter Sink 


— — * Splash Mount 
* Two 18" Drainboards ` Р = * 18” Swing Spout 
* 91” x 35 1/2” = nn, 8” О.С. 
Bowl Sizes: ^m “SP 185 Equivalent: 5f-8WLX18 
*1- 24” x 30” Bowl | 
К-211 5784 


*2- 15" x 32” Bowls Í | \ / 


* 351 Ibs. 59 Cu. Ft. Units Can Be Customized With Modifications & Accessories! 
18-K5-56 $1 5661 See Pages 35 & 36. Other Sizes Available. Call For Pricing. 


A WARNING: Faucets on this page may expose you to chemicals, including lead, that аге known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 29 


FC Series Fabricated Sinks 


16 GAUGE FABRICATED SINKS 


* 16 Ga. 304 Stainless Steel 
* 14” Deep Bowls 
* All Welded Super-Sturdy Cross-Bracing 


"q =F 


ONE COMPARTMENT SINKS 
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e Tile Edge Splash 


e Stainless Steel Legs 


SUPER STURDY 
CROSS BRACING — 


e Adjustable Stainless Steel Bullet Feet 


Bowl OA. OA. 
Size Model # Length Width Price Wt. Cu. 
FC-1-1620 2B 26" $2082 49 12 
FC-1-1620-18RorL 36.5” 26" 2779 65 18 
FC-1-1620-18RL 524 26” 2869 80 25 

FC-1-1818 23” 24” 2035 50 13 
FC-1-1818-18RorL 38.5” 24" 2698 60 22 

IO GE FC-1-1818-18RL 54" 24" 2748 72 24 
FC-1-1818-24RorL A52 24" 3088 66 il 
FC-1-1818-24RL 66" 24" 3191 85 26 

FC-1-1824 234 30” 2364 63 16 
FC-1-1824-18RorL 38.5” 30” 2990 130 25 

ШАКЕЛ FC-1-1824-24RorL 45” 30” 3146 139 28 
FC-1-1824-18RL 54” 30” 3089 170 34 
FC-1-1824-24RL 66” 30” 3203 175 40 

FC-1-2424 29” 30” 2514 68 16 
FC-1-2424-18RorL — 44.5" 30" 3179 95 28 

Гоа FC-1-2424-24Rork 50.5” 30” 3445 146 34 
FC-1-2424-18RL 60” 30” 3374 175 37 
FC-1-2424-24RL 72” 30" 3556 196 44 

FC-1-3024 35” 30” 4608 80 20 
CuS f FC-1-3024-24RorL 56.5” 30” 4991 180 41 
FC-1-3024-24RL 78” 30” 5462 225 50 

FC-1-3624 41” 30” 5462 200 26 

СӘТТЕ FC-1-3624-24RorL 62.5” 30” 5695 225 46 
FC-1-3624-24RL 84” 30” 7792 250 59 
FC-1-4824-24RL 96 30 8206 290 56 


See Modifications & Accessories on Pages 35 & 36 


Additional Sizes Available. 


Two COMPARTMENT SINKS 


Fabricated Corner Sink 

16 Gauge, 304 Stainless Steel 

FC-K6-18D $7655 

* Welded Cross-Bracing 
• S/S Legs & Bullet Feet 


* Requires 2 Faucets 
(Not Included) 


° 3 - 18” x 18” x 14” Bowls 
*2- 18" x 18" Drainboards 
* Wall Dimension: 57" x 57" 
* 248 Lbs. 66 Cu. Ft. 


Bowl O.A. O.A. 
Size Model # Length Width Price Wt. Cu. 
SIE ҒС-2-1515 35" 2” $3235 57 19 
FC-2-1620 37” 26” 3724 60 18 
LOHS Tig FC-2-1620-18RorL 525” 26” 4362 62 25 
FC-2-1620-18RL 68” 26” 4485 101 32 
FC-2-1818 41” 24” 3504 66 23 
18” x18” FC-2-1818-18RorL 56.5” 24” 4056 89 26 
FC-2-1818-18RL 72” 24” 4294 183 41 
FC-2-1818-24RL 84" 24" 4612 200 30 
FC-2-1824 41” 30” 3765 181 26 
FC-2-1824-18RorL 56.5” 30” 4278 185 37 
ШЕЛ FC-2-1824-24RorL 62.5” 30” 4677 20 39 
FC-2-1824-18RL 72” 30” 4808 210 44 
FC-2-1824-24RL 84” 30” 5025 230 51 
FC-2-2030-18RorL 60.5 30" 7097 195 42 
20" x 30" FC-2-2030-18RL 76" 30" 7245 250 47 
FC-2-2030-24RorL 66.5” 30" 7434 250 45 
FC-2-2030-24RL 88” 30” 7604 285 56 
FC-2-2424 53” 30” 4105 181 33 
FC-2-2424-18RorL 68.5” 30” 5031 233 42 
ya çU yd FC-2-2424-24Rork — 74.5 30” 5220 240 46 
FC-2-2424-18RL 84" 30" 5119 245 53 
FC-2-2424-24RL 96" 30" 5352 255 60 


ЕС Series Fabricated Sinks 
16 GAUGE FABRICATED SINKS 


| SUPER STURDY 
CROSS BRACING — 


т 


— | 


* 16 Са. 304 Stainless Steel 
j J * 14" Deep Bowls 
> * All Welded Super-Sturdy Cross-Bracing 
| “Тіе Edge Splash 
* Stainless Steel Legs 
* Adjustable Stainless Steel Bullet Feet 


N THREE COMPARTMENT SINKS 


O.A. О.А. О.А. О.А. 
Bowl Size Model # Length Width Price Wt. Cu. Bowl Size Model # Length Width Price Wt. Cu. 


ЕС-3-1515 50” 21" 63697 85 25 ТЕС-3-3024 95" 30" 56169 225 38 
FC-3-1515-15RorL 62.5” 21” 3966 98 31 TFC-3-3024-24RorL 117" 30" 8059 325 59 
FC-3-1515-15RL ion ФР 4074 120 42 TFC-3-3024-24RL 138" 30" 9244 360 81 
FC-3-1524 50" 30" 4805 180 34 TFC-3-3024-30RorL 123" 30" 8446 350 62 
FC-3-1524-24RorL Ts? 30" 4928 210 58 TFC-3-3024-30RL 150" 30" 9566 395 86 
FC-3-1524-24RL 93" 30" 5174 255 52 TFC-3-3024-36RorL 129" 30" 8620 390 66 
FC-3-1620 БЕР 26” 4089 120 25 TFC-3-3024-36RL 162" 30" 9904 425 93 
FC-3-1620-18RorL 68.5” 26” 4370 225 32 TFC-3-3030 95" 36" 8447 250 43 
FC-3-1620-18RL 84” 26” 4613 235 38 TFC-3-3030-24RL 138" OR 14293 390 96 
FC-3-1620-24RL 96" 26" 4938 263 49 TFC-3-3030-30RL 150" 36" 14946 435 104 
FC-3-1620-36RL 120” 26” 5646 300 54 1FC-3-3030-36RL 162" 36" 15110 460 112 
FC-3-1818 59" 24" 3941 135 25 

FC-3-1818-18RorL JA sy 24" 4190 235 31 

ПИ FC-3-1818-24RorL во5 247 4324 250 34 FouR COMPARTMENT SINKS 
FC-3-1818-18RL 90” 24” 4733 245 47 Bowl О.А. О.А. 

FC-3-1818-24RL 102” 24" 4662 265 53 Size Model ғ Length Width Price Wt. Cu. 
FC-3-1824 59" 30" 4213 182 36 IL XP SUME FC-4-1818-18RL* 108" 24" $6796 280 51 
FC-3-1824-18RorL 74,5” 30” 4743 220 61 
FC-3-1824-24RorL 80.5" 30” 4946 230 49 
FC-3-1824-18RL 90” 30” 5310 265 56 
FC-3-1824-24RL 102” 30” 5574 270 63 1 Requires Two Sets of Faucets 
TFC-3-2424 79” 30” 4895 243 47 

TFC-3-2424-18RorL 92.5” 30” 5800 260 56 

TFC-3-2424-24RorL 98.5” 30” 6047 281 67 

tFC-3-2424-18RL 108” 30” 5990 295 64 


tFC3-2424-24RL 1207 307 6172 315 68 Tubular KD Wall Mounted 


ИЕ кзз 108 57 7158 310 62 


t Requires Two Sets of Faucets 


18” x 24” FC-4-1824-18RL' 108” 30” 7568 340 62 


r uS lua FC4-2424-24RL' 144” 30” 9240 355 80 


FC-3-2030-20RL 100 36” 6530 318 58 Drainage Shelves 


FC-3-2030-24RL 108” 36” 7247 330 64 * Stainless Steel 

* 15" Deep 

* 1-5/8" Diameter 
Stainless Steel Tubing 


FC-3-2030-30RL 150" 36" 7702 345 70 
1FC-3-2430 gin 36" 5297 225 38 
TFC-3-2430-24RorL 99" 36" 6164 310 59 
1FC-3-2430-24RL 120" 36" 9138 345 81 
TFC-3-2430-30RorL 105" 36" 8088 335 62 DT-6R-48 4" 1674 
1FC-3-2430-30RL 132" 36" 9414 370 86 DT-6R-60 5” 1880 
TFC-3-2430-36RorL 111" 36" 8389 360 66 DT-6R-72 6' 2060 
TFC-3-2430-36RL 144" 36" 9539 410 93 


Model # Size Price 
DT-6R-36 3” $1447 


t Requires Two Sets of Faucets 31 


Fabricated Sinks © SUPER STURDY 
SPEC-LINE 


14 GAUGE FABRICATED SINKS 


Features and Benefits 


* 14 Ga. 304 Stainless Steel * All Welded Super-Sturdy * 3/4" Radius Corners 
* 14" Deep Bowls Cross-Bracing * Economical Savings 
* Tile Edge Splash * Stainless Steel Legs & Adjustable * Satin Finish 


* Continuous Apron Design Stainless Steel Bullet Feet 


ONE COMPARTMENT SINKS Two COMPARTMENT SINKS 
Bowl О.А. О.А. Bowl О.А. О.А. 
біге Model # Length Width Price Wt. Cu. Size Model # Length Width Price Wt. Cu. 
FS-1-1620 BA 26” $3322 60 12 FS-2-1620 37” 26" $4775 100 20 
ЖД FS-1-1620-18RorL 36.5 26” 3570 80 20 ШӘДІ FS-2-1620-18RorL 52.5 26” 5187 120 27 


FS-1-1620-18RL 524 26” 3879 100 27 FS-2-1620-18RL 68” 26” 5315 13 34 
FS-1-1818 23” 24” 3388 60 11 FS-2-1818 41” 24” 4868 98 18 
FS-1-1818-18RorL 38.5 24” 3809 7: 17 ute SLE FS-2-1818-18RorL 56.5 24” 5238 110 26 
FS-1-1824 23” 30” 3683 78 16 FS-2-1818-18RL 72” 24” 5504 125 30 
FS-1-1824-18RorL 38.5 30" 4216 92 25 FS-2-1824 41” 30” 5123 19 26 
ШАЛА FS-1-1824-24RorL 44.5 30” 4423 105 28 FS-2-1824-18RorL 56.5 30 5649 169 35 
FS-1-1824-18RL 54” 30” 4527 175 34 ЕТТЕ FS-2-1824-24RorL 625 30” 6283 190 39 
FS-1-1824-24RL 66” 30” 4725 198 40 FS-2-1824-18RL 72" 30" 6457 220 44 
FS-1-2424 29" 30" 4234 90 19 FS-2-1824-24RL 84” 30” 7475 240 51 
FS-1-2424-18RorL 44.5 30” 4761 110 28 FS-2-2424 53” 30” 5641 179 33 
rx ee e ua FS-1-2424-24RorL 50.5 30” 4816 119 34 FS-2-2424-18RorL 68.5 30” 6909 200 42 
FS-1-2424-18RL 60” 30” 4915 185 37 ГАД FS-2-2424-24Rork 745 30” 7077 20 48 
FS-1-2424-24RL T2 30” 5928 209 44 FS-2-2424-18RL 84” 30” 7449 245 53 
FS-1-3024 35” 30” 4868 115 23 FS-2-2424-24RL 96” 30” 7982 270 60 
СТД FS-1-3024-24RorL 56.5 30” 5711 190 35 FS-2-2030-18RorL 60.5 36" 7150 250 45 
FS-1-3024-24RL 78" 30" 6138 240 47 FS-2-2030-18RL 76" 36” 7427 260 54 
FS-1-3624 41” 30” 5504 140 26 FS-2-2030-24RorL 66.5 36" 7668 25 48 
ӘЛЕ FS-1-3624-24RorL 62.5 30” 6351 210 39 FS-2-2030-24RL 88” 36” 7878 270 61 
FS-1-3624-24RL 84” 30” 8256 260 51 FS-2-3024 65” 30” 6985 265 40 
L0 C738 FS-1-4824-24RL 96" 30" 8658 315 59 Ka qud FS-2-3024-24RorL 86.5 30" 8256 300 52 
FS-2-3024-24RL 108” 30” 8679 320 64 


18" x 18" 


20" x 30" 


Additional Sizes Available. 


See Modifications & Accessories on Pages 35 & 36 
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THREE COMPARTMENT SINKS 


Fabricated Sinks 


ЕСІГІ 
SPEC-LINE 


— P" 14 GAUGE FABRICATED SINKS 


Welded Together at the 


й * 14 Ga. 304 Stainless Steel * All Welded Super-Sturdy 
Seams & Polished * 14" Deep Bowls Cross-Bracing 
* Tile Edge Splash * Stainless Steel Legs & Adjustable 
* Continuous Apron Design Stainless Steel Bullet Feet 


FC & FS Series Accessories 


Optional Front Cross 
Bracing For FS Sinks 


FC-CB-1 $57 per foot 


Stainless Steel Leg 
With Bullet Foot 


K-475 $100 per leg 


Bowl OA. ОА. 
Size Model # Length Width Price Wt. Cu. Stainless Steel 
FS-3-1620 53” 26 $6706 140 27 Sink Covers 
FS-3-1620-18RorL 68.5 26” 7462 160 35 See Page 35 
ШРД FS-3-1620-18RL 84" 26" 8191 155 36 
FS-3-1620-24RL 96" 26" 8809 235 47 
FS-3-1620-36RL 120” 26” 9117 280 59 
FS-3-1818 59” 24” 6985 130 25 Removable 12" 
ТЫҒА FS-3-1818-18RorL 7: 2 7622 150 31 Side Splashes For 
FS-3-1818-18RL — 90 24 8469 170 52 ЕС & FS Series Sinks 


Accommodates Left & right Sides 
FS-3-1824 59” 30” 7239 158 36 


FS-3-1824-18RorL 74.5 30” 8131 174 46 


IL qul FS-3-1824-24RorL 80.5 30" 8382 187 49 


FS-3-1824-18RL 90" 30" 9295 310 54 Model # Price Description 
FS-3-1824-24RL 102” 30” 9947 375 61 For FC & FS Series Sink Bowls: 
FS-3-2424' 77 30" 8149 329 47 at 2038 оа и 
FS-3-2424-18Rorlt 925 50 9089 353 56 K-700F-18 670| FC & FS Sink Bowls: 18"x18" Sink Bowls 
ГТ ЫД FS-3-2424-24Rorl! 985 30° 9313 369 59 Ë 4 For FC & FS Series Sink Bowls: 
K-700F-24 704 15"x24", 18"x24", 24724” & 30x24” 
FS-3-2424-18RL' 108" з” 10266 382 64 ЕЕЕ SPSS CRN 
or eries Sink Bowls: 
FS-3-2424-24RLt 12007 30 10476 405 7 К-700Е-30 778 Еа 


1 Requires Two Sets of Faucets 


Popular Sink Faucets 


ч» 
8” Swing Spout Faucet СУ; 12” Swing Spout Faucet 4 14” Swing Spout Faucet ~ 
8” 0.C. “ыла ғос ы > 8” 0.C. =A зл 
K-1118 $630 K-112 $674 K-105 $704 


See Page 36 for Additional Faucets 
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Budget Line Scullery Sinks 


* 18” & 21” Wide Sink Bowls Are 14” Deep 
* 24” Wide Sink Bowls Are 13” Deep 

* 3-1/2” Basket Drain 

* 8” О.С. Faucet Holes On Splash 


“400” Series “600” Series 


4-1-24 Shown 


ГЕ = Ship Via UPS 


3-1/2” Rear Deck Budget Sinks 


* 14” Deep Bowls 

* 4" Back Splash 

* 3-1/2" Basket Drain 

* 8" O.C. Faucet Holes On Deck 


- 


gi 


(430 S/S) (300 S/S) 
. 5 л 4-1-24D Shown \ ' 
Bowl Size L Wt. Model # Price Model ғ Price 
18”x 18” 18° 44 Ibs. 4-81-18 $1510 6-81-18 $1734 
ME 2x18" ғ» э 41183 1537 | МА z 4148р Shown 
5 21x24" 24” 53ls. 12 | 4-1-24 1564 | 6-1-24 1959 4° Back Splash ЕРДЕ as 
о 21'x36" 36° 66lbs. 16 | 4-1-36 1789 | 6-1-36 2014 (430 S/S) (300 S/S) 
24” x 24” 24” 54 Ibs. 12 4-41-24 1899 6-41-24 2099 
24'x36" 36 6910. 17 | 4-41-36 2032 | 6-41-36 2240 Bowl Size L Wi. Modeli# Moos 
21”х36” 36° 73105. 16 4-2-36 2210 6-2-36 2490 21°х 18° 18” 471065. 9 4-1-180 $1683 | М/А - 
E 21'x48" 48° 86 lbs. 21 4-2-48 2407 6-2-48 2739 21'x24" 24" 53lbs. 12 4-1-24D 1729 | 6-1-24D 2075 
ЕЙ 27х60 60 98lbs. 26 | 42-60 3050 | N/A = 24x24 24 54105. 12 | 4-41-24D 2023 | 6-41-40 2429 
N 24” x 48° 48” 88 Ibs. 22 4-42-48 2659 6-42-48 2937 24 x 36° 36° 66lbs. 17 4-41-36D 2115 6-41-36D 2538 
US бш фы» ш S су MINUS š 24” x48" 48" 7915. 17 | 4-41-48) 2926 | 6-41-48D 3512 
= 21° х 36° 36° 78165, 16 4-3-36 2378 6-3-36 2659 
ЕЙ ое” ою. 21 | 43-48 2578 | 6-3-48 3050 Heavy Duty 
ƏЙ 2505250 овы. 24 | 43-54 2684 | 63-54 3133 Deck Mounted Service Faucets 
D ra ІП boa rd 5 Model # Spout Price 
" À K-127 8” $630 
i pprox. Approx: | К-128 12” 674 
Model # Size Wt. Cu. Ft. Price K-129 14" 704 
N-5-818 18"x18" 13 165. 1 $572 
№-5-18 21'x18' 15 Ibs. 1 615 3 
N524 омхо 18lbs. 1 m2 | Stainless Steel 
b N-5-30 21" хзо” 22165. 2 воз Sink Covers 
“ Drainboards 36” г ЕУ ` PS] 5 For One Compartment 
& Larger | -5-36 21" x 36 5 Ibs. 1286 Budget Sinks 
Supplied With Legs N-5-48 21'x48' 28 165. 3 1538 
* Sides & End Of Drainboard Model # Size 
Turned Up with 2" Hemmed N-54-24 24”x 24” 20 Ibs. 1 766 LSC-81 18” x 18” 
Edges Along Top N-54-36 24"x36” 25165. 2 1353 15С-24 21” х 24” 
LSC-242 24” x 24” 640 i 
N-54-48 ^ ^ ; 1602 Stores Conveniently 
5 24"x48' 30165 3 60 LSC-36 Ue 640 сқан 
Mobile Sinks Silver Soak Sinks ==» 
34” Working Height 20” Working Height 
A Multi-Purpose Unit. UNIVERSAL BOWL SIZE. 


Move it where the ACTION is! A must for the 
large food preparation type installation. 


Model # 
9-FMS-20 
9-FMS-12 


Price 


$5881 
6444 


Bowl Size 
22 X22 B 
22” x 22” x 12” 


Approx. Wt. 
50 Ibs. 


50 Ibs. 


Optional Bumpers 
9-SS-2 $319 


Optional Chute 
9-SS-1 $678 


Accommodates 19 3/4” x 19 3/4” Dishwasher Baskets 


Model # 
9-FSS-20 


Silver Soak Sinks with 
Detachable Chute 
20” Working Height 


Required for the Scullery operation that 
promotes clean sanitary flatware. 


Model # 
9-FSC-20 


Price 


$5619 


Bowl Size 
QE x22 GF 


Approx. Wt. 
42 lbs. 


Shown with 
Optional Bumpers 


Price 


$6161 


Bowl Size 
22 NEP y SY 


Approx. Wt. 
50 Ibs. 


+ T — y P T 


"n ш 


K-37 
Anti-Siphon Vacuum 
Breaker Holes 


| K-460A 


Disposal Cone w/ 
Control Bracket & 


Sink Modifications & Accessories 


K-72 
Leg-To-Wall 
Brace 


K-461A 
Install Collar 
w/ Control Bracket 


Faucet Holes 


K-494 
I ^. MODIFICATIONS 
K-4 Support Bracket for Lever Waste Drain Handle $189 ea. Installation of Disposal Cone with 14” x 16” Control Bracket, 
K-460A ; $1184 ea. 
K-23 Sink Legs Welded To Undershelf Or Left-To-Right Cross — Faucet Holes (Cone supplied by others) 
@ Rails, Shipped Set Up & Crated. (Top Is Not Welded To Legs) persm K-461 Install Collar with 8" x 12" control bracket (Collar by others) 1115 
i i K-461A Install Collar with 14” x 16” control bracket (Collar by others) 1184 
K-23A Sink Legs Welded To Leg Gussets Under Sink Top & To Undershelf 741 persink - 
Or Left-To-Right Cross Rails, Shipped Set Up & Crated K-470 Modify Bowl Depth 242 ea. 
K-24 Shell Crating 433 K-472 Faucet Hole Revision 176 ea 
K-37  Anti-Siphon Vacuum Breaker Holes 168 K-473 Working Height Revision 141 ea 
K-57 Welded field Joint (Welded in field by others) 391 per sink K-476 Punch for Over Flow Holes (Holes Only. М/С when ordering K-15) 79 ea. 
K-76 Paint on Sound Deadening 746 K-479  Undershelf Under Drainboard 337 lin.ft. 
K-77 Splash Cutout (Pipe Chase) 265 K-480 Stainless Steel 12" Wide Shelf (min. of 3 ft.) 350 lin. ft. 
K-106 Mirror Highlite Edge for Sink 608 К-480А Stainless Steel 15" Wide Shelf (min. of 3 ft.) 503 lin.ft. 
К-440 Waste Trough with 2" deep removable basket 1277 K-490 Provision for Pot Washer (For "Wells-PW-106" only) 1406 ea. 
K-447 High Backsplash up to 18" 265 lin. ft. K-491 Provision for Hatco Heater 266 ea. 


K-448 High Backsplash up to 13" 212 lin. ft. К-495 Тит Down Backsplash (Includes 2 Brackets. See K-397 Аай Sets) 233 
K-450 Extend Drainboard Length (Drainboards over 36" Are Not 537 lin. ft. K-498 Tubular Overshelf 12” wide (Min. 3 Ft.) 528 lin. ft. 
Creased or Pitched.) K-499 Stainless Steel Pot Rack 419 lin.ft. 
K-451 Drainboard Corner Turn 1876 ea. K-500 Stainless Steel Apron to Cover Sink Bowls 1316 ea. 
K-452 Control Bracket 8" x 12" 373 ea. K-500A 17 Stainless Steel Apron to Cover Sink Bowls and Support 1530 ea 
K-452S Splash Mounted Control Bracket 8" x 12" 422 ea. Lever Drain Handles ` 
K-453 Control Bracket 14” x 16” 400 ea. K-508 Special Sizing Charge (Larger size cut down to smaller size М/С ea. 
K-453S Splash Mounted Control Bracket 14” x 16" 466 ea. K-508A Special Modification Charge 355 ea. 
K-454 Sidesplash 581 ea. K-510 Prepare Sink for Undercounter Dishwasher (24” drainboard or larger) 198 per sink 
K-456 Scrap Block Installed 546 K-520 Poly Board/Stainless Steel Cover Holder 941 ea. 
K-460 Installation of Disposal Cone with 8" x 12" Control Bracket, 1115 ea. K-550 Stainless Steel Tubular Rack Storage 289 lin. ft. 
Faucet Holes (Cone supplied by others) K-ROD Weld Support Rods For Poly Sink Cover In Corners Of Sink Bowl 674 ea. 


ACCESSORIES 


SINK CovERs 


K-30 Faucet Wall Mounting Bracket $496 ea. Choose Model # & Add The Proper Letter In Place Of The Underscore (_). 
K-72 Leg To Wall Brace 415 Example: K-2A or FC-455H 
K-350 Residential Finish & Packaging 503 ea. FOR DEEP DRAWN BOWLS FOR FABRICATED BOWLS 
K-397 Wall Bracket for Sink (Includes 2 Brackets with K-495 Mod.) 119 ea. Bowi Poly Covers S/S Covers Poly Covers S/S Covers 
K-457 Replacement Rubber Scrap Block (See K-456 for install cost) 166 ea. Size Model K-2_ Model K-455_ Model K-2_ Model FC-455_ 
K-474 16 ga., ‘304’ Series S/S Leg with S/S Foot 161 ea. $413 $691 $413 $691 
K-475 5/5 Leg with S/S Foot 100 ea. 1070107 A A АР А 
K-477 Replacement Leg Clamp for Adjustable Cross-Bracing 28 ea. e x " т т " т 
K-477C Replacement Corner Leg Clamp for Adjustable Cross-Bracing 39 ea. х 
рс ist wee ke GAA, oC ee ee YS —— 14" x 16" B B BF B 
K-478 Stainless Steel Bullet Foot 40 ea. em - : 
EI EE 85 ea 15" x 15 Not Available Not Available MF M 
9 : 15" x 24" Not Available Not Available МЕ V 
K-493 16 ga., ‘304’ Series S/S Welded Leg Assembly with S/S Feet 532 ea. 16"x20" | C с СЕ С 
am S/S Welded Leg Assembly with S/S вва 473 еа. 18" x 18" КЕЕДЕ NEWNETESE JF J 
-497  Galv. Wadea Leg ei = Plastic Feet 317 ea. 18" x 24" D D DF D 
К-497А Galv. Individual Legs with Plastic Feet 114 set/4 20x20 |E E EF E 
Leg Assembly For Grease Interceptor w/ Adj. Cross-Bracing 20" x 24" Not Available Not Available PF Р 
K-496 & S/S Feet (For Grease Interceptors with 15” Ht. or less. 583 ea. 20" x 28" G G GF G 
Consult factory for larger Grease Interceptors) 
20" x 30" Not Available Not Available SF 5 
K-610 Perforated Stainless Steel Sink Grid (Specify Bowl Size) 1066 ea. 24" x 30" Not Available Not Available ТЕ ЛІ 
24"x24" |F F FF F 
Model# Size Price Tubular KD Wall Mounted 24" x36" | Not Available | Not Available RF R 
en Drainage Shelves 30" x 30" Not Available Not Available UF U 


DT-6R-36 3” $1447 
DT-6R-48 4” 1674 
DT-6R-60 5” 1880 
DT-6R-72 6” 2060 


Stainless Steel Custom Covers Available. Consult Factory. 
ыы K-ROD Welded Support Rods for Poly Sink Covers in Corners 


“75” Beep of Sink Bowl (Replaces Standard Support Clips) 
* 1-5/8” Diameter Stainless Steel Tubing 35 


$674 per bowl 


For Sinks & Dishtables 


All Items On This Page 
Ship Via UPS 


SPEC-LINE 
HEAVY DUTY 
Splash Mounted 
Prerinse Faucet 
DTA-53 $1266 


12" Add-A-Faucet for 


DTA-53 Prerinse 


Faucets ú 
K-117 $495 г à 


8" O.C. 


Deck Mounted /_ | 
Prerinse Faucet | S>, 
K-115 $1758 if K-116 $1758 


‚^ч, 


Splash Mounted 
Prerinse Faucet 


- 


М 


Replacement Hose 
Handle Not Included 


K-113 $240 


ы 
өм с 


Replacement 


Handle 1 
К-114 $273 e 


12” Add-A-Faucet for 
K-115 & K-116 Spray 
ub. Prerinse Head & 
Г Faucets quy 
ro K-117-TS $771 
Single Hole 


Heavy Duty FAUCETS 


8” Swing Spout Faucet 


>e 
> 
K-1118 $630 4 


8” О.С. 


ө. 


12” Swing Spout Faucet 
8' O.C. 
K-112 $674 


14" Swing Spout Faucet 
8" O.C. 
K-105 $704 


ө. 


Extra Heavy Duty 
T&S 14” Swing 
Spout Faucet 
FOG 

K-111 $848 


——- 


чө. 
16” Swing Spout Faucet Model Spout Length Price 


8” O.C. 
K-119 $733 


18” Swing Spout Faucet 


8" ОС. ! 
n— y, Wrist HANDLES 


K-211 $784 
Faucet Mounting Kit for For Standard Duty 8” O.C. Faucets 


K-1, K-11, K-101, K-1105, K-119, з 3 Fits K-1, K-11 & K-101 
K-119, K-127, K-128, K-129,K-159, 1422 K-316-LU 6167 set 
K-161, K-1118, K-211 & DTA-53 ооо 


K-06 5136 setof2 For Heavy Duty 8” О.С. Faucets 


>» Fits K-105, K-112, К-119, К-127, К-128, K-129, K-134, 
Wall Mounted К-159, K-161, К-1118 & К-211 
Service Faucet — K-416-LU $275 set 
8” ОС. / | 
К-240 $1286 ] 2» For Extra Heavy Duty 8” О.С. Faucets 


Fits K-69, K-111, K-115, K-116 & K-117-TS 
K-416-TS-LU $492 set 


*K-240 Does Not Meet Federal Lead Free 
Standards As It Is Not Intended For Potable Water. 


Replacement Cartridges Replacement Cartridges Faucet Wall Heavy Duty Replacement Spouts 
Set of 2. Includes Handles. Fits K-105, K-112, K-119, K-127, к^ Mounting Model Spout Size/Styl Pri 
" K-128, K-129, K-159, K-161, ode pout Size/Style rice 
АЦ a =” D a аео 2 = Bracket K-1118SP 8" Swing Spout $206 
, , К-07 $229 (setof2) K-112SP 12" Swing Spout 220 
K-101 & gp 39 K-105SP 14" Swin 
- 9 Spout 245 
К-160 "AM. Q Vacuum Breaker $443 | К-1195Р 16" Swing Spout 256 
.. m 5 š ^ For use when no backsplash is = 
К-00В Жү, Repair Kit For K-240 / (/ available to mount faucet K-211SP 18" Swing Spout 270 
$151 (setof2) °“ q - K-03 $160 б Standard Duty Replacement Spouts 
К-1015Р 8" Swing Spout 96 
қ К-15Р 12" Swing Spout 
Continuous Waste For Chrome Replacement Drains К-115Р КОБШЕСЕ: 
3 Compartment Sink Plated — 
| — P-Tra p W 
1-1/2” Dia. хы” 1-1/2” IPS 
Heavy Gauge Standard Gauge 
K-351 For Use with 2 & 3 (17 Gauge) (22 Gauge) Assembly Basket Strainer Plate for 3-1/2" Drain 
$495 Compartment Sinks 7-PS-10 $187  7-PS-14 $166 K-6 $64 K-310 $40 K-410 $34 
Twist Handle Twist Handle Operated SPEC-LINE Twist Handle Replacement "O" Rings 


Drain with Overflow 
K-15 $712 


Operated Drain 


Twist Drain 


K-5 $388 


Support Bracket 


К-4 $189 el 


Operated Drain 
K-40 $1273 т 2” IPS 
All C 


Stainless Steel 


for Twist Handle 
Operated Drains 
For K-5 & K-15 Drains 


Washer for 


К-05 Twist Handle 


$28 


Ж WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 
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*K-240 Service Faucet Does Not Meet Federal Lead Free Standards As It Is Not Intended For Potable Water. 


Floor Troughs & Floor Drains 


* 14 Gauge 304 Stainless Steel 

* Stainless Steel Or Fiberglass Grating 

* Pitched Towards Waste 

* Subway Grating Constructed From 3/16” X 1” Bars 


* Grating Is Spaced 9/16” (Inside Clearance) Between 
Bars To Prevent Casters From Getting Trapped 


* Includes 4" Od. - 3” Long Plumbing Sleeve 
* Includes Stainless Steel Strainer Basket With Handle 


Consult Factory For Additional Sizes 
Custom Sizes Available - Call For Pricing. 


4 Ship Via UPS 


With S/S 


Approx. 


With 


Approx. 


7.5” Wide Floor Water Receptacles (4 Depth) 


Grate Price Weight Fiberglass Grate Price Weight 
12° х24°х4° ЦФҒТС-1224 $4326 46 Ibs. | ҒҒТС-1224 $4158 34 165. 
12"x30x4' ЩӘЕТС-1230 4433 561. | 8? FFTG-1230 4280 3715. 
12'x36'x4' W FTG-1236 4578 веі. | FFTG-1236 4401 401. 
12" х42' х4" ШРЕТС-1242 4875 761. | FFTG-1242 4670 431. * 14 Gauge 304 Stainless Steel 
e Includes Stainless Steel Subway Grating 
12 x48'x4' ШБЕТС-1248 5657 86lbs. | ңғ FFTG-1248 5380 46165. constructed from 3/16” x 1” bars 
12"x54"x4" @@BFTG-1254 6139  o6lbs. |Ә FFTG-1254 5819 4916. aa ee = ABDFOX: 
12”x60"x 4” ЩӘРТС-1260 6785 106 Ibs. | qm FFTG-1260 6400 52 Ibs. Grating WxLxD Price Weight 
12 x 72” x 4” FTG-1272 7799 116lbs. | ҒЕТС-1272 7326 5516. ФӘ FTG-724 75'x24x4' $3079 44 Ibs. 
12x 84"x4” — FTG-1284 | 9158 1265. |  FFTG-1284 8556 81 ibs. эе x rique QE ы 
. А &* FTG-736 75'x36x4 3482 63 lbs. 
12” x 96” x 4 FTG-1296 9427 146 Ibs. FFTG-1296 8802 90 Ibs. Ф FTG-748 7.5” x 48” x 4” 4131 82 lbs. 
12" x 108" x 4” FTG-12108* 10236 166lbs. |  FFTG-12108* 9536 99lbs. ЧЕ FTG-760 75'x60x4 4462 101 Ibs. 
12"x120'x4' — FTG-12120* 12396 1801. |  FFTG-12120* 11490 1081. Ф FTG772 7.5"x72"x4" 4784 110 Ibs. 
FTG-784 7.5”x84"x4” 5110 119 Ibs. 
18" x 24” x 4” FTG-1824 4875 6215. | FFTG-1824 4644 4315. 
дә че Š FTG-796 75"x90'x4 5437 138 lbs. 
18"x30"x4" Ё FTG-1830 5114 74lbs. |f? FFTG-1830 4893 471. FTG-7108 — 75'x108x4' 5777 157 Ibs. 
18'x36"x4' W FTG-1836 5388 8615. |g FFTG-1836 5134 54165. FTG-7120 — 75'x120x4' 6120 170 Ibs. 
18”x 42”x 4” WS FTG-1842 5764 98 Ibs. |8? FFTG-1842 5481 61 Ibs. 

” H " 
18'x48'x4' Ø FTG-1848 6400 1101. |4Р FFTG-1848 — 6054 бәһ. анемометр ЕЕЕ 
18x54x4' ЩӘ FTG-1854 7212 1221. |Ә FFTG-1854 6793 761. 
18° х 60° х4” W ЕТС-1860 7907 13410ѕ. | FFTG-1860 7416 83lbs. 

18” x 72 x 4” FTG-1872 8656 1461. | FFTG-1872 8100 90 Ibs. 
18" x 84” x 4” FTG-1884 10507 16515. |  FFTG-1884 9778 111165. 
EOM " A e 14 Gauge 304 Stainless Steel 
18” x 96" x 4 FTG-1896 10776 1871Һ.| FFTG-1896* 10022 1251. ° Includes Stainless Steel Subway Grating constructed 
18” x 108” x 4” FTG-18108* 12396 20815. |  FFTG-18108* 11490 138 lbs. from 3/16" x 1" bars 
18" x 120" x 4” FTG-18120* 14281 229lbs. |  FFTG-18120* 13203 1501ь<. eem Size SEDI 
24” х247х47 W FTG-2424 5869 боз. |Ң? FFTG-2424 4832 521. Grating NEED 50085 Weg 
24” x 30°x 4” GB FTG-2430 6111 втв. | FFTG-2430 5257 59. Ер FRG 24 17х27х2 84162 44 Ibs. 
5? FRG-36 12” x 36" x 2” 4747 63 Ibs. 
24 x 36x 4” ШТҒТС-2436 6969 104 Ibs. | ЕҒТС-2436 5380 6815. W^ FRG-48 р. 5502 ОП. 
24"x42"x4" ШФҒТС-2442 7335 1181ье. | FFTG-2442 5807 75165. 
24” x 48” x 4” FTG-2448 8067 131 Ibs. FFTG-2448 6111 83 Ibs. 12” Wide Floor Drain (4” Depth) 
24” x 54” x 4” FTG-2454 8802 145Ів.| FFTG-2454 6845 951. e 14 Gauge 304 Stainless Steel — 
24°х60"х4'  FTG-2460 9048 1621. |  FFTG-2460 7579 1021. SIE заза N 
24” x 72” x 4” FTG-2472 10517 195lbs. |  FFTG-2472 8312 119165. 5-2 E 
24” x 84” x 4” FTG-2484 11490 218 Ibs. FFTG-2484 9903 137 Ibs. FD-1 $941 Š ч — d 
24"x96'x4” ЕТС-2496 12712 24315. |  FFTG-2496* 10148 15315. Optional Stainless F 
Steel Grat 
24^x108'x4' ЕТС-24108* 14429 27416. | ЕЕТС-24108* 11733 16816. аы 
24” x 120” х 4” FTG-24120* 15402 310 Ibs. FFTG-24120* 13445 188lbs. Stainless Steel Size Approx. 


WxLxD 
12x42 x4 


Price 
$2157 


Weight 
26 105. 


Grating 
ww FDR-1212 


*Includes Two Drains 


FLOOR TROUGH ACCESSORIES & MODIFICATIONS 


FT-3 $173 lin. ft. 
Modify Trough Depth 
(2" to 6" Deep) 


FT-5 $183 lin. ft. 
Cut-Out View Grate Upgrade to A.D.A. 


of Anti-Splash 


FT-1 $158 lin. ft. 
Optional Anti-Splash Guard 
(Factory Installed) 


FT-6 NoCharge 
Modify Length of Trough 
(Select Next Larger Size) 


FT-2 $85 ea. 
Replacement Stainless Steel 
Strainer Basket with Handle 


ЕТ-4 $360 per hole 
Modify Drain Outlet Size 
(Allow 2" to 8" Dia) 


4 Ship Via UPS 


Ж 


Flat Тор W/ Undershelf 7 - 
Stainless Steel TOP yum | 
Stainless Steel UNDERSHELF 


Stainless Steel LEGS da ! de fe даване 
© Bull Nose Edge 
Spec-Line Premium Standard Super Saver 
14 Ga. 304 S/S 14 Ga. 304 S/S 16 Ga. 304 S/S 16 Ga. 430 S/S Approx. Approx. 
Shipping Cubic 
Length Model # Price Model # Price Model # Price Model # Price Weight Feet 
2 Щй У55-242 $2506 ҸӘ 55-242 $1674 М5-242 W? SAG-242 $1506 31 Ibs. 3 
зо” WJ VSS-240 2696 ҸӰ 55-240 1857 р М5-240 1714 ҸӘ SAG-240 1642 49 165. 4 
з ҚТ VSS-243 2789 ШӘ 55-243 1958 w MS-243 1811 W/ZSAG-243 1735 64 Ibs. 5 
4 Wp VSS-244 2869 ҸӘ 55-244 2044 ҸӘ М5-244 1880 ҸӘ 5АС-244 1782 7918. 6 
5 VSS-245 3059 SS-245 2225 MS-245 2035 SAG-245 1929 92 Ibs. 8 
e VSS-246 3244 SS-246 2411 MS-246 2203 SAG-246 2070 109 Ibs. 9 
T. VSS-247 4012 SS-247 3307 MS-247 3031 SAG-247 2552 130 Ibs. 11 
8 VSS-248 4243 SS-248 3542 MS-248 3243 SAG-248 2745 145 Ibs. 12 
9' VSS-249 4986 SS-249 4552 MS-249 4345 SAG-249 3909 161 Ibs. 14 
10 VSS-2410 5309 SS-2410 4874 MS-2410 4453 SAG-2410 4226 261 lbs. 26 
11 VSS-2411 5764 55-2411 5224 М5-2411 4753 SAG-2411 4480 293 lbs. 29 
12’ VSS-2412 5881 SS-2412 5337 MS-2412 4869 SAG-2412 4598 308 Ibs. 32 
2 Қ? 55-302 2696 W 55-302 1857 М5-302 1714 ҸӰ SAG-302 1642 55 Ibs. 4 
зо” Қт” VSS-300 2805 wp 55-300 1971 М5-300 1821 892 SAG-300 1711 65 Ibs. 5 
з wp VSS-303 2902 8” 55-303 2072 М5-303 1911 &» SAG-303 1826 72 lbs. 6 
4 Щр VSS-304 3022 wp 55-304 2197 MS-304 2012 ҸӰ SAG-304 1899 89 Ibs. 8 
5 VSS-305 3247 55-305 2415 М5-305 2219 SAG-305 2082 107 Ibs. 9 
e VSS-306 3599 SS-306 2527 MS-306 2280 SAG-306 2256 126 Ibs. 11 
w VSS-307 4147 55-307 3292 М5-307 3014 5Ас-307 2651 148 Ibs. 13 
8 VSS-308 4316 SS-308 3643 MS-308 3421 SAG-308 2971 166 Ibs. 15 
9 VSS-309 5466 SS-309 4927 MS-309 4488 SAG-309 4197 176 Ibs. 17 
10 VSS-3010 5786 55-3010 5247 М5-3010 4805 SAG-3010 4520 287 Ibs. 32 
iP VSS-3011 6207 55-3011 5678 М5-3011 5178 SAG-3011 4843 324 lbs. 35 
12 VSS-3012 6323 55-3012 5795 М5-3012 5299 SAG-3012 4954 339 Ibs. 37 
2 VSS-362 3406 55-362 2388 М5-362 2240 SAG-362 2061 81 165. T 
3 VSS-363 3458 SS-363 2438 MS-363 2296 SAG-363 2116 88 Ibs. 7 
Lu VSS-364 3528 SS-364 2506 MS-364 2369 SAG-364 2190 98 Ibs. 9 
5 VSS-365 3791 SS-365 2768 MS-365 2605 SAG-365 2430 118 Ibs. 11 
6' VSS-366 4067 55-366 3018 М5-366 2840 SAG-366 2659 138 Ibs. 13 
7 VSS-367 4965 SS-367 4093 MS-367 3867 SAG-367 3673 164 Ibs. 16 
8 VSS-368 5276 SS-368 4393 MS-368 4139 SAG-368 3966 184 Ibs. 18 
9 VSS-369 6423 SS-369 5864 MS-369 5485 SAG-369 5156 190 lbs. 20 
10 VSS-3610 6739 55-3610 6181 М5-3610 5805 SAG-3610 5478 308 Ibs. 38 
11” VSS-3611 7238 SS-3611 6695 MS-3611 6269 SAG-3611 5871 358 lbs. 41 
12 VSS-3612 7357 SS-3612 6802 MS-3612 6380 SAG-3612 5984 373 lbs. 45 
4 VSS-484 6457 SS-484 5013 158 Ibs. 12 
5 VSS-485 6987 55-485 5537 184 Ibs. 15 
е VSS-486 7505 SS-486 6048 218 Ibs. 17 
7” VSS-487 9629 SS-487 8183 260 lbs. 20 
8 VSS-488 10286 SS-488 8831 290 Ibs. 23 
9 VSS-489 11922 55-489 10382 322 Ibs. 44 
10 VSS-4810 12125 SS-4810 10584 522 Ibs. 49 
ПТ VSS-4811 12328 55-4811 10788 601 lbs. 54 
12 VSS-4812 12533 SS-4812 10992 616 165. 58 


38 Units 8 ft. and larger furnished with 6 legs. SPECIAL LENGTHS: select next largest size. Add Model # TA-61 No Charge (ex. 55-306 with TA-61 size to 66” long). 


Featuring as Standard: "THE PROVEN" 


Original ADVANCE TABCO Adjustable 


Undershelf with Die Cast Leg Clamp 


— 


VLG Series 


Countertop Edge 


Bull Nose Edge 


Spec-Line 


14 Ga. 


304 S/S 


GLG, MG, AG Series 


Premium 


14 Ga. 304 S/S 


© 


Standard 


16 Ga. 304 S/S 


Flat Top W/ Undershelf 


Stainless Steel TOP 


Galvanized UNDERSHELF 


Galvanized LEGS 


Super Saver 


16 Ga. 430 S/S 


Approx. 


Approx. 


48” 
WIDE 


Shipping Cubic 
Length Model # Price Model # Price Model # Price Model # Price Weight Feet 
2’ w VLG-242 $2012 87 GLG-242 $1200 ҸӰ MG-242 $1146 ҸӰ Ас-242 $1069 31 Ibs. 3 
30” Ф VLG-240 2152 8? GLG-240 1326 W MG-240 1244 W AG-240 1163 49 Ibs. 4 
3 d VLG-243 2247 ҸӰ GLG-243 1428 ҸӰ MG-243 1342 ҸӰ AG-243 1260 64 Ibs. 5 
ғ VLG-244 2288 ҸӘ GLG-244 1447 ҸӘ MG-244 1368 89 AG-244 1286 79 lbs. 6 
5i VLG-245 2415 GLG-245 1585 MG-245 1481 AG-245 1356 92 Ibs. 8 
6 VLG-246 2569 GLG-246 1723 MG-246 1603 AG-246 1447 109 Ibs. 9 
т? VLG-247 3134 GLG-247 2345 MG-247 2299 AG-247 1849 130 Ibs. 11 
8 VLG-248 3313 GLG-248 2521 MG-248 2463 AG-248 2105 145 Ibs. 12 
9 VLG-249 3790 GLG-249 3138 MG-249 2944 AG-249 2820 161 Ibs. 14 
10 VLG-2410 4115 GLG-2410 3452 MG-2410 3267 AG-2410 3138 261 Ibs. 26 
11’ VLG-2411 4447 GLG-2411 3683 MG-2411 3452 AG-2411 3149 293 Ibs. 29 
12’ VLG-2412 4568 GLG-2412 3801 MG-2412 3568 AG-2412 3268 308 Ibs. 32 
2 w VLG-302 2152 W/ GLG-302 1326 8” Мс-302 1244 Щщ Ас-302 1163 55 Ibs. 4 
30” w VLG-300 2207 8? GLG-300 1373 Æ MG-300 1290 ҸӘ AG-300 1191 65 Ibs. 5 
3; w VLG-303 2302 W/ GLG-303 1467 89 MG-303 1386 WZ Ас-303 1289 72 Ibs. 6 
Ф VLG-304 2363 8? GLG-304 1526 8? MG-304 1430 8? AG-304 1313 89 Ibs. 8 
Бі VLG-305 2534 GLG-305 1682 MG-305 1573 AG-305 1436 107 Ibs. 9 
6 VLG-306 2703 GLG-306 1841 MG-306 1723 AG-306 1551 125 Ibs. 11 
т? VLG-307 3273 GLG-307 2481 MG-307 2336 AG-307 1944 148 Ibs. 13 
8 VLG-308 3501 GLG-308 2707 MG-308 2539 AG-308 2253 166 Ibs. 15 
9 VLG-309 4147 GLG-309 3392 MG-309 3179 AG-309 2862 176 lbs. iy 
10° VLG-3010 4464 GLG-3010 3704 MG-3010 3502 AG-3010 3183 287 lbs. 32 
ТЕР VLG-3011 4758 GLG-3011 4065 MG-3011 3737 AG-3011 3380 324 Ibs. 35 
12’ VLG-3012 4877 GLG-3012 4098 MG-3012 3853 AG-3012 3501 339 Ibs. 37 
2’ VLG-362 2718 GLG-362 1676 MG-362 1613 AG-362 1437 81 Ibs. 7 
3’ VLG-363 2772 GLG-363 1725 MG-363 1667 AG-363 1520 88 Ibs. 7 
4 VLG-364 2844 GLG-364 1788 MG-364 1737 AG-364 1630 98 Ibs. 9 
5 VLG-365 3060 GLG-365 2012 MG-365 1949 AG-365 1840 118 Ibs. 11 
6' VLG-366 3267 GLG-366 2189 MG-366 2116 AG-366 2012 138 Ibs. 13 
T VLG-367 3939 GLG-367 2957 MG-367 2883 AG-367 2770 164 Ibs. 16 
8 VLG-368 4128 GLG-368 3139 MG-368 3050 AG-368 2944 184 Ibs. 18 
9' VLG-369 4924 GLG-369 4094 MG-369 3982 AG-369 3626 190 Ibs. 20 
10 VLG-3610 5246 GLG-3610 4421 MG-3610 4300 AG-3610 3930 308 Ibs. 38 
11 VLG-3611 5585 GLG-3611 4792 MG-3611 4613 AG-3611 4182 358 Ibs. 41 
12’ VLG-3612 5706 GLG-3612 4905 MG-3612 4723 AG-3612 4293 373 Ibs. 45 
g VLG-484 5761 GLG-484 4321 158 Ibs. 12 
ay VLG-485 6270 GLG-485 4832 184 Ibs. 15 
6' VLG-486 6683 GLG-486 4838 218 Ibs. 17 
7; VLG-487 8555 GLG-487 7115 260 Ibs. 20 
8 VLG-488 8982 GLG-488 7533 290 Ibs. 23 
9' VLG-489 10536 GLG-489 9002 322 Ibs. 44 
10° VLG-4810 10746 GLG-4810 9207 522 Ibs. 49 
11 VLG-4811 10948 GLG-4811 9413 601 Ibs. 54 
12’ VLG-4812 11150 GLG-4812 9611 616 Ibs. 58 
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Flat Top W/ Open Base 


Stainless Steel TOP 
Stainless Steel LEGS 


eo TVSS Series TSS, TMS, TSAG Series 
Countertop Edge Bullnose Edge 
Spec-Line Premium Standard Super Saver 


14 Ga. 304 S/S 14 Ga. 304 S/S 16 Ga. 304 S/S 16 Ga. 430 S/S Approx. Approx. 
Shipping Cubic 
Length Model # Price Model # Price Model # Price Model # Price Weight Feet 


2 ҚТ TVSS-242 up Т55-242 $1852 ЛЕР gp TSAG-242 25 Ibs. 
зо” gp TVSS-240 2869 gs TSS-240 2044 ШЕТМ5 220 1892 gp TSAG-240 1822 42 Ibs. 4 
з wp TVSS-243 2971 wp TSS-243 2140 TMS-243 1988 wg TSAG-243 1916 53 Ibs. 5 
4 TVSS-244 3054 TSS-244 2224 TMS-244 2059 TSAG-244 1964 64 Ibs. 6 
5 ТУ55-245 3242 TSS-245 2407 TMS-245 2219 TSAG-245 2099 74 Ibs. 8 
6 TVSS-246 3431 TSS-246 2594 TMS-246 2386 TSAG-246 2248 85 Ibs. 9 
T TVSS-247 4189 TSS-247 3480 TMS-247 3216 TSAG-247 2734 103 Ibs. 11 
8 TVSS-248 4428 TSS-248 3722 TMS-248 3430 TSAG-248 2924 114 Ibs. 12 
” TVSS-249 5179 TSS-249 4748 TMS-249 4330 TSAG-249 4094 130 Ibs. 14 
10 TVSS-2410 5502 TSS-2410 5069 TMS-2410 4644 TSAG-2410 4421 227 165. 26 
ir TVSS-2411 5954 TSS-2411 5416 TMS-2411 4951 TSAG-2411 4673 251 Ibs. 29 
12 ТУ55-2412 6074 755-2412 5531 TMS-2412 5063 TSAG-2412 4786 266 lbs. 32 
2 gp TVSS-302 2770 wp 155-302 1939 МЕТМЫ:302 1803 gs TSAG-302 1744 47 165. 4 
зо” gp TVSS-300 2988 gs TSS-300 2158 @тм5-300 2002 wg TSAG-300 1907 52 Ibs. 5 
з gp TVSS-303 3082 gs TSS-303 2253 TMS-303 2092 gs TSAG-303 2011 59 Ibs. 6 
4 TVSS-304 3212 TSS-304 2382 TMS-304 2190 TSAG-304 2085 72 Ibs. 8 
5 TVSS-305 3433 TSS-305 2605 TMS-305 2399 TSAG-305 2262 85 Ibs. 9 
6 TVSS-306 3779 TSS-306 2831 TMS-306 2594 TSAG-306 2438 93 Ibs. 11 
7 TVSS-307 4335 TSS-307 3630 TMS-307 3347 TSAG-307 2833 113 Ibs. 13 
8 TVSS-308 4496 TSS-308 4012 TMS-308 3685 TSAG-308 3149 126 Ibs. 15 
9' TVSS-309 5660 TSS-309 5122 TMS-309 4675 TSAG-309 4392 150 165. 17 
10 TVSS-3010 5974 TSS-3010 5435 TMS-3010 4996 TSAG-3010 4715 261 Ibs. 32 
1r Т\/55-3011 6402 TSS-3011 5866 TMS-3011 5368 TSAG-3011 5031 268 Ibs. 35 
12 ТУ55-3012 6516 755-3012 5982 TMS-3012 5481 TSAG-3012 5143 283 Ibs. 37 
21 TVSS-362 3587 TSS-362 2570 TMS-362 2421 TSAG-362 2240 70 Ibs. 7 
3 TVSS-363 3641 TSS-363 2620 TMS-363 2475 TSAG-363 2299 75 Ibs. 7 
4 TVSS-364 3714 TSS-364 2690 TMS-364 2549 TSAG-364 2378 82 Ibs. 9 
5 TVSS-365 3975 TSS-365 2945 TMS-365 2782 TSAG-365 2609 96 Ibs. 11 
6 TVSS-366 4253 TSS-366 3210 TMS-366 3018 TSAG-366 2840 108 Ibs. 13 
7 TVSS-367 5148 TSS-367 4261 TMS-367 4034 TSAG-367 3861 127 Ibs. 16 
8 TVSS-368 5456 TSS-368 4579 TMS-368 4330 TSAG-368 4138 140 Ibs. 18 
9 ТУ55-369 6619 155-369 6054 ТІМ5-369 5680 TSAG-369 5346 165 Ibs. 20 
10 ТУ55-3610 6929 TSS-3610 6373 TMS-3610 5998 TSAG-3610 5667 261 Ibs. 38 
11’ TVSS-3611 7429 TSS-3611 6870 TMS-3611 6457 TSAG-3611 6069 290 Ibs. 41 
12’ TVSS-3612 7544 TSS-3612 6998 TMS-3612 6579 TSAG-3612 6181 305 Ibs. 45 
4 TVSS-484 6639 TSS-484 5188 128 Ibs. 12 
5 TVSS-485 7174 TSS-485 5727 148 165. 15 
6 TVSS-486 7679 TSS-486 6228 170 lbs. 17 
T TVSS-487 9815 TSS-487 8364 206 Ibs. 20 
8 TVSS-488 10461 TSS-488 9015 228 Ibs. 23 
9 TVSS-489 12106 TSS-489 10579 260 Ibs. 44 
10 ТУ55-4810 12311 155-4810 10782 454 165. 49 
ПИР TVSS-4811 12513 TSS-4811 10986 517 165. 54 
12’ TVSS-4812 12718 TSS-4812 11189 532 Ibs. 58 


40 Units 8 ft. and larger furnished with 6 legs. SPECIAL LENGTHS: select next largest size. Add Model # TA-61 No Charge (ех. SS-306 with TA-61 size to 66” long). 


Flat Тор W/ Open Base 


© Stainless Steel TOP 
Galvanized LEGS 
TVLG Series 
Countertop Edge 
Spec-Line Premium Standard Super Saver 
14 Ga. 304 S/S 14 Ga. 304 S/S 16 Ga. 304 S/S 16 Ga. 430 S/S Approx. Approx. 
Shipping Cubic 
Length Model # Price Model # Price Model # Price Model # Price Weight Feet 
2: т TVLG-242 $2190 ҸӰ TGLG-242 $1376 ҸӰ TMG-242 $1324 ҸӰ ТАС-242 $1251 25 Ibs. © 
30” w TVLG-240 2333 Ш TGLG-240 1508 Ш TMG-240 1430 WJ ТАС-240 1342 42 Ibs. 4 
3i TVLG-243 2423 5” TGLG-243 1603 8” TMG-243 1520 8” ТАС-243 1439 53 Ibs. 5 
4 TVLG-244 2467 TGLG-244 1632 TMG-244 1540 TAG-244 1464 64 Ibs. 6 
5; TVLG-245 2605 TGLG-245 1767 TMG-245 1660 TAG-245 1537 74 Ibs. 8 
6 TVLG-246 2749 TGLG-246 1896 TMG-246 1782 TAG-246 1632 85 Ibs. 9 
TA TVLG-247 3317 TGLG-247 2533 TMG-247 2481 TAG-247 2031 103 Ibs. 11 
8 TVLG-248 3491 TGLG-248 2698 TMG-248 2646 TAG-248 2292 114 Ibs. 12 
9' TVLG-249 3982 TGLG-249 3523 TMG-249 3134 TAG-249 3004 130 Ibs. 14 


10 TVLG-2410 4300 TGLG-2410 3847 TMG-2410 3449 TAG-2410 3324 227 lbs. 26 
TVLG-2411 4640 TGLG-2411 3879 TMG-2411 3654 TAG-2411 3340 251 lbs. 29 
TVLG-2412 4754 TGLG-2412 3990 TMG-2412 3770 TAG-2412 3452 266 lbs. 32 


т TVLG-302 $2221 ҸӰ TGLG-302 1397 W TMG-302 1323 W?TAG-302 1262 47 Ibs. 4 
TVLG-300 2388 W TGLG-300 1551  ТМС-300 1474 WS TAG-300 1375 52 Ibs. 5 
TVLG-303 2482 TGLG-303 1651 TMG-303 1573 TAG-303 1471 59 lbs. 6 
TVLG-304 2543 TGLG-304 1713 TMG-304 1608 TAG-304 1496 72 lbs. 8 

5 TVLG-305 2717 TGLG-305 1870 TMG-305 1749 TAG-305 1616 85 Ibs. 9 
6 TVLG-306 2892 TGLG-306 2025 TMG-306 1896 TAG-306 1734 93 Ibs. 11 
7; TVLG-307 3457 TGLG-307 2659 TMG-307 2508 TAG-307 2121 113 lbs. 13 
8 TVLG-308 3686 TGLG-308 2894 TMG-308 2720 TAG-308 2434 126 Ibs. 15 
9' TVLG-309 4340 TGLG-309 3573 TMG-309 3366 TAG-309 3060 150 lbs. 17 


10 TVLG-3010 4655 TGLG-3010 3903 TMG-3010 3685 TAG-3010 3380 261 lbs. 32 
11” TVLG-3011 4954 TGLG-3011 4167 TMG-3011 3929 TAG-3011 3566 268 lbs. 35 
12’ TVLG-3012 5073 TGLG-3012 4286 TMG-3012 4043 TAG-3012 3683 283 lbs. 37 


g TVLG-362 2897 TGLG-362 1847 TMG-362 1788 TAG-362 1676 70 Ibs. 
з” TVLG-363 2952 TGLG-363 1899 TMG-363 1845 TAG-363 1737 75 lbs. 
4 TVLG-364 3022 TGLG-364 1970 TMG-364 1918 TAG-364 1818 82 lbs. 
5 TVLG-365 3243 TGLG-365 2190 TMG-365 2129 TAG-365 2023 96 Ibs. 11 
e TVLG-366 3452 TGLG-366 2369 TMG-366 2299 TAG-366 2190 108 Ibs. 13 
T TVLG-367 4124 TGLG-367 3142 TMG-367 3059 TAG-367 2949 127 lbs. 16 
8 TVLG-368 4313 TGLG-368 3319 TMG-368 3226 TAG-368 3088 140 lbs. 18 
9” TVLG-369 5113 TGLG-369 4291 TMG-369 4175 TAG-369 3809 165 lbs. 20 
10 TVLG-3610 5433 TGLG-3610 4611 TMG-3610 4494 TAG-3610 4125 261 lbs. 38 
11” TVLG-3611 5786 TGLG-3611 4987 TMG-3611 4805 TAG-3611 4370 290 lbs. 41 
12’ TVLG-3612 5900 TGLG-3612 5102 TMG-3612 4921 TAG-3612 4492 305 Ibs. 45 
4 TVLG-484 5911 TGLG-484 4497 128 lbs. 12 
Ер TVLG-485 6457 TGLG-485 5013 148 lbs. 15 
6 TVLG-486 6998 TGLG-486 5425 170 lbs. 17 
4 8” Т TVLG-487 8743 TGLG-487 7297 206 Ibs. 20 
8 TVLG-488 9155 TGLG-488 7709 228lbs. 23 
WIDE 9' TVLG-489 10725 TGLG-489 9188 260 Ibs. 44 
10 TVLG-4810 10931 TGLG-4810 9394 454 lbs. 49 
107 TVLG-4811 11136 TGLG-4811 9596 517 lbs. 54 


12’ TVLG-4812 11339 TGLG-4812 9802 532 Ibs. 58 
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1-1/2” Rear Splash W/ Undershelf 


Stainless Steel TOP 
Stainless Steel UNDERSHELF 
Stainless Steel LEGS 


FSS, FMS, SFG Series 
Bullnose Edge 


Premium Standard Super Saver 
© 14 Са. 304 5/5 16 Са. 304 S/S 16 Ga. 430 S/S Арргох. Approx. 
Shipping Cubic 

Length Model # Price Model # Price Model # Price Weight Feet 
2 FSS-242 WP $1822 FMS-242 Щщ $1696 SFG-242 Қ? $1652 31 Ibs. 3 
30" FSS-240 m» 2011 FMS-240 1850 SFG-240 Ø 1784 49 Ibs. 4 
Ер FSS-243 Ø 2099 FMS-243 Қ? 1949 SFG-243 @ 1887 64 Ibs. 5 
4 Е55-244 @ 2189 ЕМ5-244 2020 SFG-244 Қ? 1933 79 Ibs. 6 
5 Е55-245 2378 ЕМ5-245 2178 SFG-245 2070 92 Ibs. 8 
6 Е55-246 2560 ЕМ5-246 2341 SFG-246 2210 109 Ibs. 9 
T FSS-247 3450 FMS-247 3172 SFG-247 2697 130 Ibs. 11 
8 FSS-248 3685 FMS-248 3380 SFG-248 2894 145 Ibs. 12 
9 FSS-249 4704 FMS-249 4291 SFG-249 4067 161 Ibs. 14 
10 Е55-2410 5030 FMS-2410 4611 SFG-2410 4374 261 165. 26 
Ti FSS-2411 5376 FMS-2411 4904 SFG-2411 4631 293 Ibs. 29 
12’ FSS-2412 5487 FMS-2412 5019 SFG-2412 4751 308 Ibs. 32 
2 FSS-302 P 1896 FMS-302 i» 1769 SFG-302 7 1714 55 Ibs. 4 
30" FSS-300 Ø 2116 FMS-300 1964 SFG-300 1882 65 Ibs. 5 
ер FSS-303 @ 2210 FMS-303 Щщ 2063 SFG-303 Щщ 1970 72 lbs. 6 
4 FSS-304 2340 FMS-304 2158 SFG-304 2045 89 Ibs. 8 
5 FSS-305 2569 FMS-305 2358 SFG-305 2224 107 Ibs. 9 
6 Е55-306 2795 ЕМ5-306 2560 SFG-306 2401 125 Ibs. 11 
Ті Е55-307 3599 ЕМ5-307 3309 SFG-307 2802 148 Ibs. 13 
8 FSS-308 3969 FMS-308 3654 SFG-308 3112 166 Ibs. 15 
g FSS-309 5091 FMS-309 4641 SFG-309 4360 176 Ibs. 17 
10 Е55-3010 5401 ЕМ5-3010 4956 SFG-3010 4673 287 lbs. 32 
1i FSS-3011 5823 FMS-3011 5328 SFG-3011 4994 324 Ibs. 35 
12’ FSS-3012 5948 FMS-3012 5444 SFG-3012 5105 339 Ibs. 37 
2 FSS-362 2530 FMS-362 2396 SFG-362 2209 75 lbs. 7 
3 FSS-363 2583 FMS-363 2443 SFG-363 2265 88 Ibs. 7 
g FSS-364 2651 FMS-364 2508 SFG-364 2338 98 Ibs. 9 
5 Е55-365 2912 ЕМ5-365 2749 SFG-365 2576 118 Ibs. 11 
6' FSS-366 3164 FMS-366 2988 SFG-366 2805 138 Ibs. 13 
T FSS-367 4236 FMS-367 4012 SFG-367 3816 164 Ibs. 16 
8 FSS-368 4549 FMS-368 4288 SFG-368 4105 184 Ibs. 18 
9 FSS-369 6016 FMS-369 5634 SFG-369 5306 190 Ibs. 20 
10 Е55-3610 6332 ЕМ5-3610 5954 SFG-3610 5630 223 Ibs. 38 
11: Е55-3611 6839 ЕМ5-3611 6417 SFG-3611 6023 350 Ibs. 41 
12 Е55-3612 6959 ЕМ5-3612 6536 SFG-3612 6146 365 Ibs. 45 


For Adjustable Components 

Featuring Potracks & Overshelves 
10”, 12” 15” & 18” 

See Page 80 & 81. 


Adjustable Single and Double 
Table Mounted Overshelves 
See Pages 74. 
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Featuring as Standard: "THE PROVEN” 
Original ADVANCE TABCO Adjustable Undershelf 
with Die Cast Leg Clamp 


FLG, FMG, FAG Series 
Bullnose Edge 


Premium 


14 Ga. 304 S/S 


Stainless Steel TOP 


Galvanized UNDERSHELF 


Galvanized LEGS 
Standard 


16 Ga. 304 S/S 


1-1/2” Rear Splash 
W/ Undershelf 


© 


5ирег бауег 


16 Са. 430 S/S 


Approx. 


Approx. 


Shipping Cubic 
Length Model # Price Model # Price Model # Price Weight Feet 
2 FLG-242 @ $1342 | ЕМС-242Щ® $1289 | FAG-242 W? $1210 31 lbs. 3 
30” FLG-240 1474 FMG-240 1386 FAG-240 1311 49 Ibs. 4 
а? FLG-243 ңқ? 1573 ЕМОС-243Щ 1486 FAG-243 қ? 1399 64 Ibs. 5 
а FLG-244 @ 1599 | ЕМС-244 @ 1508 | ҒАС-244 @ 1419 79 Ibs. 6 
5 FLG-245 1733 FMG-245 1621 FAG-245 1505 92 Ibs. 8 
6 FLG-246 1857 FMG-246 1744 FAG-246 1599 109 Ibs. 9 
7 FLG-247 2494 FMG-247 2451 FAG-247 1999 130 Ibs. 11 
8 FLG-248 2660 FMG-248 2609 FAG-248 2256 145 Ibs. 12 
9' FLG-249 3297 FMG-249 3100 FAG-249 2967 161 Ibs. 14 
10 FLG-2410 3610 FMG-2410 3418 FAG-2410 3286 261 Ibs. 26 
1r FLG-2411 3843 FMG-2411 3610 FAG-2411 3367 293 Ibs. 29 
12 FLG-2412 3960 FMG-2412 3729 FAG-2412 3420 308 Ibs. 32 
2 FLG-302 m? 1368 FMG-302 i^ 1294 FAG-302 ig? 1228 55 Ibs. 4 
30" FLG-300 8? 1511 FMG-300 a 1438 FAG-300 1337 65 Ibs. 5 
3; FLG-303 Ø 1612 FMG-303 gg 1531 FAG-303 1436 72 Ibs. 6 
4 FLG-304 1668 FMG-304 5 1571 FAG-304 1447 89 Ibs. 8 
5; FLG-305 1835 FMG-305 1723 FAG-305 1575 107 Ibs. 9 
6 FLG-306 1988 FMG-306 1857 FAG-306 1696 125 Ibs. 11 
7; FLG-307 2627 FMG-307 2475 FAG-307 2087 148 Ibs. 1% 
8 FLG-308 2856 FMG-308 2686 FAG-308 2399 166 Ibs. 15 
9' FLG-309 3542 FMG-309 3325 FAG-309 3014 176 Ibs. 17 
10 FLG-3010 3860 FMG-3010 3654 FAG-3010 3337 287 lbs. 32 
11’ FLG-3011 4129 FMG-3011 3900 FAG-3011 3526 324 165. 35 
12! FLG-3012 4248 FMG-3012 4012 FAG-3012 3653 339 Ibs. 37 
2 FLG-362 1817 FMG-362 1766 FAG-362 1662 75 Ibs. 7 
3 FLG-363 1870 FMG-363 1818 FAG-363 1711 88 Ibs. 7 
4 FLG-364 1940 FMG-364 1889 FAG-364 1777 98 Ibs. 9 
5 FLG-365 2158 FMG-365 2092 FAG-365 1979 118 Ibs. 11 
6 FLG-366 2336 FMG-366 2265 FAG-366 2158 138 Ibs. 13 
T FLG-367 3108 FMG-367 3018 FAG-367 2913 164 Ibs. 16 
8 FLG-368 3282 FMG-368 3197 FAG-368 3083 184 Ibs. 18 
9' FLG-369 4250 FMG-369 4138 FAG-369 3777 190 Ibs. 20 
10 FLG-3610 4569 FMG-3610 4323 FAG-3610 4094 223 lbs. 38 
11’ FLG-3611 4952 FMG-3611 4761 FAG-3611 4333 350 Ibs. 41 
12 FLG-3612 5069 FMG-3612 4884 FAG-3612 4450 365 Ibs. 45 
SIDE SPLASH K.D. ALUMINUM PAN WORKTABLE CASTERS | 3 TIER DRAWERS URN 
RACK SLIDES When Used with Galvanized Legs І TROUGH 


ТА-30 1 1/2” Side Splash $130 ea. 
TA-31 5” Side Splash 242 ea. 
TA-32 10 1/2” Side Splash 474 ea. 


6 Slides - 2" Spacing 
Mounted on Tables (min. length 3") 


TA-44 
$944 


Glass Rack Slides 
3 Slides - 7 1/2" Spacing 


TA-45 $862 


See pages 61-68 for Additional Accessories & Modifications 


TA-25G-4 $579/setof4 
TA-25G-6 866/setof6 


5” Swivels with rubber wheels 
Each set with 2 brakes. Legs 
maintain 35-1/2” working height 


TA-25B $284 For Brakes on all wheels for = 


TA-258G-4 or TA-25G-6 


TA-25C  X.H.D. Urethane wheels 
$50 each caster 


See Page 68 For More Casters 


20” x 20” x 5” 
Drawer Inserts with 
Ball Bearing Slides 


Stainless 
Steel 


TA-38 
$5433 


TA-64 


$229/lin.ft. 
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1-1/2” Rear Splash W/ Open Base 


Stainless Steel TOP 
Stainless Steel LEGS 


44 


© 


TFSS, TFMS, TSFG Series 
Bullnose Edge 


Premium Standard Super Saver 
14 Ga. 304 S/S 16 Ga. 304 S/S 16 Ga. 430 S/S Approx. Approx. 
Shipping Cubic 
Length Model # Price Model # Price Model # Price Weight Feet 
2 TFSS-242 $2002 8” TFMS-242 $1882 TSFG-242 $1857 25 lbs. © 
30” w TFSS-240 2189 wp TFMS-240 2035 TSFG-240 1968 42 lbs. 4 
3 TFSS-243 2288 W TFMS-243 2134 TSFG-243 2065 53 Ibs. 5 
4 TFSS-244 2369 TFMS-244 2203 TSFG-244 2103 64 Ibs. 6 
Ер ТЕ55-245 2552 ТЕМ5-245 2358 TSFG-245 2248 74 Ibs. 8 
e TFSS-246 2743 TFMS-246 2523 TSFG-246 2396 85 Ibs. 9 
тй TFSS-247 3626 TFMS-247 3354 TSFG-247 2883 103 Ibs. 11 
8 TFSS-248 3869 TFMS-248 3570 TSFG-248 3069 114 Ibs. 12 
9 TFSS-249 4897 TFMS-249 4486 TSFG-249 4250 130 Ibs. 14 
10 ТЕ55-2410 5223 ТЕМ5-2410 4795 TSFG-2410 4569 227 lbs. 26 
11 TFSS-2411 5565 TFMS-2411 5100 TSFG-2411 4826 251 Ibs. 29 
12’ TFSS-2412 5684 TFMS-2412 5216 TSFG-2412 4918 266 Ibs. 32 
2 M TFSS-302 2082 we TFMS-302 1949 WØ TSFG-302 1892 47 lbs. 4 
30” W ТЕ55 200 2234 W ТЕМ5-300 2144 W TSFG-300 2060 52 lbs. 5 
3 TFSS-303 2396 W TFMS-303 2244 TSFG-303 2153 59 Ibs. 6 
4 TFSS-304 2521 TFMS-304 2338 TSFG-304 2225 72 lbs. 8 
су TFSS-305 2749 TFMS-305 2539 TSFG-305 2402 85 Ibs. 9 
e TFSS-306 2974 TFMS-306 2648 TSFG-306 2583 93 Ibs. 11 
Тр ТЕ55-307 3779 ТЕМ5-307 3490 TSFG-307 2979 113 Ibs. 13 
8 TFSS-308 4139 TFMS-308 3826 TSFG-308 3292 126 Ibs. 15 
9 TFSS-309 5277 TFMS-309 4833 TSFG-309 4550 150 Ibs. 17 
10 ТЕ55-3010 5585 ТЕМ5-3010 5147 TSFG-3010 4866 242 Ibs. 32 
11' ТЕ55-3011 6019 ТЕМ5-3011 5514 TSFG-3011 5187 268 Ibs. 35 
12’ TFSS-3012 6141 TFMS-3012 5635 TSFG-3012 5302 283 Ibs. 37 
2 TFSS-362 2715 TFMS-362 2571 TSFG-362 2406 65 Ibs. 77 
3 TFSS-363 2763 TFMS-363 2622 TSFG-363 2451 70 Ibs. 7 
ғ ТЕ55-364 2833 ТЕМ5-364 2696 TSFG-364 2511 77 lbs. 9 
5” ТЕ55-365 3089 ТЕМ5-365 2925 Т5Ға-365 2751 91 Ibs. 11 
6 TFSS-366 3348 TFMS-366 3164 TSFG-366 2988 103 Ibs. 13 
T TFSS-367 4421 TFMS-367 4189 TSFG-367 4007 122 Ibs. 16 
8 TFSS-368 4725 TFMS-368 4465 TSFG-368 4286 135 lbs. 18 
9 TFSS-369 6210 ТЕМ5-369 5822 Т5Ға-369 5503 160 Ibs. 20 
10 TFSS-3610 6526 TFMS-3610 6148 TSFG-3610 5819 253 Ibs. 38 
11: ТЕ55-3611 7030 ТЕМ5-3611 6611 TSFG-3611 6221 282 Ibs. 41 
12 ТЕ55-3612 7149 ТЕМ5-3612 6732 TSFG-3612 6332 297 lbs. 45 


Units 8 ft. and larger furnished with 6 legs. SPECIAL LENGTHS: select next largest size. Add Model # ТА-61 No Charge (ех. 55-306 with TA-61 size to 66” long). 


SELECTED SPEC-LINE UPGRADES 


TA-3 

TA-94 
TA-95 
TA-23 


TA-23A 


Stainless Steel Hat Channel & Gusset 
16 ga. S/S 304 Undershelf. (any size) 


16 ga. S/S 304 Legs 
Legs Welded to Underhself or Cross-Rails, 
Shipped Set Up & Crated. 
Table Legs Welded To Leg Gussets & Undershelf 
or Cross-Bracing, Shipped Set Up & Crated. 


$79 |lin.ft. 
75 Літ. ft. 
185 /table 
561 /table 


741 /table 


TA-25S-4 
TA-25S-6 
TA-25 
TA-25A 


WORKTABLE CASTERS 


Maintains the 35-1/2” Working Height 


4 Casters for Work Tables (2 w/ Brakes) 
6 Casters for Work Tables (2 w/ Brakes) 
4 Casters for Open Base Tables (2 w/ Brakes) 
6 Casters for Open Base Tables (2 w/ Brakes) 


See Page 68 for More Caster Options 


$594 /setof4 
897 /setof6 
594 /set of 4 
897 /setof6 


ТЕГО, TFMG, TFAG Series 
Bullnose Edge 


1-1/2” Rear Splash W/ Open Base 


© 


Stainless Steel ТОР 


Galvanized LEGS 


Premium Standard Super Saver 
14 Ga. 304 S/S 16 Ga. 304 S/S 16 Ga. 430 S/S Approx. Approx. 
Shipping Cubic 
Length Model # Price Model # Price Model # Price Weight Feet 
gp K TFLG-242 $1841 TFMG-242 W TFAG-242 25 Ibs. 3 
30" W TFLG-240 1653 w TFMG-240 W TFAG-240 42 Ibs. 4 
we TFLG-243 1749 TFMG-243 1662 W TFAG-243 1583 53 Ibs. 5 
Ф TFLG-244 1779 TFMG-244 1686 TFAG-244 1608 64 Ibs. 6 
Si TFLG-245 1905 TFMG-245 1803 TFAG-245 1681 74 lbs. 8 
6 TFLG-246 2044 TFMG-246 1933 TFAG-246 1779 85 Ibs. 9 
ТР TFLG-247 2680 TFMG-247 2627 TFAG-247 2177 103 Ibs. 11 
8 TFLG-248 2844 TFMG-248 2789 TFAG-248 2438 114 Ibs. 12 
9 TFLG-249 3480 TFMG-249 3295 TFAG-249 3164 130 Ibs. 14 
10 TFLG-2410 3802 TFMG-2410 3607 TFAG-2410 3488 227 Ibs. 26 
1) TFLG-2411 4027 TFMG-2411 3802 TFAG-2411 3627 251 Ibs. 29 
12 TFLG-2412 4146 TFMG-2412 3912 TFAG-2412 3713 266 Ibs. 32 
24 W TFLG-302 1540 MEMO? 1475 wp TFAG-302 1410 47 lbs. 4 
30” ЕС TFLG-300 1696 TFMG-300 1618 Ш TFAG-300 1517 52 Ibs. 5 
3 ЕТ TFLG-303 1788 TFMG-303 1714 we TFAG-303 1616 59 Ibs. 6 
Ф TFLG-304 1849 TFMG-304 1748 TFAG-304 1632 72 Ibs. 8 
5i TFLG-305 2012 TFMG-305 1896 TFAG-305 1762 85 Ibs. 9 
e TFLG-306 2174 TFMG-306 2044 TFAG-306 1882 93 Ibs. 11 
à TFLG-307 2805 TFMG-307 2658 TFAG-307 2266 113 Ibs. 13 
8 TFLG-308 3033 TFMG-308 2866 TFAG-308 2581 126 Ibs. 15 
9 TFLG-309 3729 TFMG-309 3523 TFAG-309 3214 150 Ibs. 17 
10 TFLG-3010 4046 TFMG-3010 3847 TFAG-3010 3526 242 Ibs. 32 
11 TFLG-3011 4323 TFMG-3011 4089 TFAG-3011 3728 268 Ibs. B5 
12 TFLG-3012 4437 TFMG-3012 4199 TFAG-3012 3843 283 Ibs. 37 
21 TFLG-362 2032 TFMG-362 1933 TFAG-362 1838 65 Ibs. 7 
3 TFLG-363 2068 TFMG-363 1990 TFAG-363 1889 70 Ibs. 7 
Ф TFLG-364 2116 TFMG-364 2068 TFAG-364 1958 77 lbs. 9 
5 TFLG-365 2338 TFMG-365 2273 TFAG-365 2168 91 Ibs. 11 
6 TFLG-366 2508 TFMG-366 2451 TFAG-366 2338 103 Ibs. 13 
T TFLG-367 3287 TFMG-367 3210 TFAG-367 3099 122 Ibs. 16 
8 TFLG-368 3462 TFMG-368 3376 TFAG-368 3268 135 Ibs. 18 
9 TFLG-369 4516 TFMG-369 4330 TFAG-369 3964 160 Ibs. 20 
10 TFLG-3610 4758 TFMG-3610 4644 TFAG-3610 4285 253 Ibs. 38 
1" TFLG-3611 5139 TFMG-3611 4956 TFAG-3611 4527 282 Ibs. 41 
12’ TFLG-3612 5250 TFMG-3612 5074 TFAG-3612 4640 297 Ibs. 45 
QUICK CONVERT FROM INTO MULTIPLY BY 
Inches Cubic Feet L x W x H divided by 1728 
METRI C Meters Inches 39.37 
Meters Feet 3.28 
CONVERSI ON Centimeters Inches 0.3937 
TABLE Millimeters Inches 0.03937 
Cubic Inches Gallons L x W x H Divided By 231 


45 


10” & 5” Rear Splash Е > _ — 
W/ Undershelf v || 


Stainless Steel TOP => 


ац 


Stainless Steel UNDERSHELF N= | 
s VKS Series К55, KMS, SKG Series 
Stainless Steel LEGS 10” Back Splash 5” Back Splash | 
Countertop Edge Bullnose Edge 
Qo Spec-Line Premium Standard Super Saver 
14 Ga. 304 S/S 14 Ga. 304 S/S 16 Ga. 304 S/S 16 Ga. 430 S/S Approx. Approx. 
Shipping Cubic 
Length Model # Price Model # Price Model # Price Model # Price Weight Feet 


g VKS-242 Ң KSS-242 52163 4”КМ5-242 52045 W3SKG-242 
30” w VKS-240 3348 W3KSS-240 2349 RSKMS-240 2207 WJ SKG-240 2179 55 Ірв. 6 

3 VKS-243 3450 R3KSS-243 2452 RSKMS-243 2302 W SKG-243 2275 66 lbs. 7 
VKS-244 3538 KSS-244 2549 KMS-244 2386 SKG-244 2330 81 Ibs. 9 
VKS-245 3719 KSS-245 2745 KMS-245 2560 SKG-245 2467 95 Ibs. 12 
VKS-246 3904 KSS-246 2944 KMS-246 2743 SKG-246 2617 113 lbs. 14 
VKS-247 4654 KSS-247 3779 KMS-247 3521 SKG-247 3099 135 lbs. 16 
VKS-248 4891 KSS-248 4023 KMS-248 3747 SKG-248 3287 150 lbs. 18 
VKS-249 5689 KSS-249 5123 KMS-249 4719 SKG-249 4486 165 lbs. 21 
VKS-2410 6013 KSS-2410 5444 KMS-2410 5040 SKG-2410 4795 268 lbs. 28 
VKS-2411 6460 KSS-2411 5819 KMS-2411 5369 SKG-2411 5062 301 Ibs. 36 
VKS-2412 6580 KSS-2412 5941 KMS-2412 5485 SKG-2412 5173 316 lbs. 39 


w VKS-302 3243 we KSS-302 2234 we KMS-302 2092 ң”5КС-302 2103 56 lbs. 
VKS-300 3461 Wg KSS-300 2473 wp KMS-300 2308 R9$SKG-300 2273 70 Ibs. 

VKS-303 3561 KSS-303 2564 KMS-303 2407 SKG-303 2373 77 lbs. 

VKS-304 3683 KSS-304 2698 KMS-304 2511 SKG-304 2451 92 Ibs. 11 
VKS-305 3907 KSS-305 2937 KMS-305 2739 SKG-305 2622 111 lbs. 14 
VKS-306 4129 KSS-306 3180 KMS-306 2952 SKG-306 2789 129 lbs. 17 
VKS-307 4806 KSS-307 3920 KMS-307 3654 SKG-307 3069 153 lbs. 20 
VKS-308 5171 KSS-308 4311 KMS-308 4012 SKG-308 3511 171 lbs. 22 
VKS-309 6167 KSS-309 5503 KMS-309 5052 SKG-309 4775 289 lbs. 25 
VKS-3010 6488 KSS-3010 5819 KMS-3010 5383 SKG-3010 5093 294 Ibs. 40 
VKS-3011 6908 KSS-3011 6271 KMS-3011 5786 SKG-3011 5416 331 Ibs. 43 
VKS-3012 7026 KSS-3012 6384 KMS-3012 5900 SKG-3012 5531 346 lbs. 47 


30” 


VKS-362 4072 KSS-362 3054 KMS-362 2844 SKG-362 2602 86 lbs. 10 
VKS-363 4123 KSS-363 3104 KMS-363 2892 SKG-363 2659 92 lbs. 10 
VKS-364 4191 KSS-364 3172 KMS-364 2955 SKG-364 2734 101 lbs. 14 
VKS-365 4459 KSS-365 3576 KMS-365 3337 SKG-365 2971 121 Ibs. 17 
VKS-366 4732 KSS-366 3841 KMS-366 3573 SKG-366 3210 142 Ibs. 20 
VKS-367 5630 KSS-367 4579 KMS-367 4255 SKG-367 4213 169 lbs. 23 
VKS-368 5936 KSS-368 4902 KMS-368 4554 SKG-368 4503 189 lbs. 27 
VKS-369 7107 KSS-369 6557 KMS-369 6037 SKG-369 5737 260 lbs. 30 
VKS-3610 7432 KSS-3610 6873 KMS-3610 6355 SKG-3610 6054 315 lbs. 46 
VKS-3611 7935 KSS-3611 7400 KMS-3611 6831 SKG-3611 6448 358 lbs. 51 
VKS-3612 8056 KSS-3612 7520 KMS-3612 6949 SKG-3612 6568 373 lbs. 55 


Units 8 ft. and larger furnished with 6 leg SPECIAL LENGTHS: select next largest size. Add Model # TA-61 No Charge (ex. SS-306 with TA-61 size to 66” long). 


5 * Stainless Steel Front 
m Revolutionary DELUXE SERI ES * Ball Bearing Slides 
SHD Series Drawer * Removable Insert 
with Integral Drawer Slides ET 
* Stainless Steel Front & Sides ü 4 
* Self Closing Drawer with Noise Control Model# ^ — InsertSize Price _ 
Model# — — InsertSize — Price | * Drawer "Safely Stop” Tab SS-2015 20%х15"х5" $791 
* Removable Stainless Steel Insert я eem 
SHD-2015 20x15'x5' $1443 ГЕ * Units сап be Stacked to Create Tier Drawers 55-1520 15х20"х5 791 
SHD-1520 15х207х5" 1443 ms 55-2020 20х20х5 856 


46 SHD-2020 20%х20:х5" 1541 Щй See Pages 66-67 For More Drawer Details and More Drawer Options! 


Featuring as Standard: "THE PROVEN” 
Original ADVANCE TABCO Adjustable Undershelf 
with Die Cast Leg Clamp 


еее 


VKG Series 
10” Back Splash 
Countertop Edge 


Spec-Line 


14 Ga. 304 S/S 


Premium 


14 Ga. 304 S/S 


© 


= 
KLG, KMG, KAG Series 

5” Back Splash 

Bullnose Edge 


Standard 


16 Ga. 304 S/S 


10” 6:5” Rear Splash 
W/ Undershelf 


Stainless Steel TOP 
Galvanized UNDERSHELF 
Galvanized LEGS 

Super Saver 


16 Ga. 430 S/S Approx. Approx. 


Shipping Cubic 
Length Model # Price Model # Price Model # Price Model # Price Weight Feet 
2' VKG-242 $2768 W KLG-242 $1597 W KMG-242 $1559 mg KAG-242 $1475 50 Ibs. b 
30" VKG-240 2913 Ww» KLG-240 1734 Wg KMG-240 1682 8? КАС-240 1575 55 Ibs. 6 
3 VKG-243 3012 Wg KLG-243 1826 we KMG-243 1779 mg KAG-243 1668 66 Ibs. 7 
Ф VKG-244 3059 KLG-244 1880 KMG-244 1819 KAG-244 1674 81 Ibs. 9 
5% VKG-245 3212 KLG-245 2012 KMG-245 1949 KAG-245 1788 95 Ibs. 12 
6’ VKG-246 3358 KLG-246 2158 KMG-246 2085 KAG-246 1895 113 Ibs. 14 
a VKG-247 3957 KLG-247 2745 KMG-247 2658 KAG-247 2330 135 Ibs. 16 
8 VKG-248 4147 KLG-248 2925 KMG-248 2864 KAG-248 2594 150 Ibs. 18 
9 VKG-249 4758 KLG-249 3626 KMG-249 3479 KAG-249 3324 165 Ibs. 21 
10 VKG-2410 5078 KLG-2410 3930 KMG-2410 3801 KAG-2410 3653 268 lbs. 28 
VKG-2411 5455 KLG-2411 4082 KMG-2411 4023 KAG-2411 3879 301 Ibs. 36 
VKG-2412 5565 KLG-2412 4248 KMG-2412 4135 KAG-2412 3990 316 Ibs. 39 
VKG-302 2794 wp KLG-302 1620 mg KMG-302 1575 gs KAG-302 1487 56 Ibs. 6 
VKG-300 2960 gp KLG-300 1782 Wg KMG-300 1734 wp KAG-300 1608 70 lbs. 7 
VKG-303 2944 KLG-303 1883 KMG-303 1826 KAG-303 1703 77 lbs. 9 
VKG-304 3139 KLG-304 1948 KMG-304 1889 KAG-304 1733 92 Ibs. 11 
5; VKG-305 3322 KLG-305 2114 KMG-305 2044 KAG-305 1852 111 Ibs. 14 
e VKG-306 3498 KLG-306 2288 KMG-306 2208 KAG-306 1975 129 Ibs. 17 
a VKG-307 4105 KLG-307 2869 KMG-307 2780 KAG-307 2434 153 Ibs. 20 
8 VKG-308 4366 KLG-308 3113 KMG-308 3009 KAG-308 2751 171 Ibs. 22 
9 VKG-309 5144 KLG-309 3867 KMG-309 3713 KAG-309 3561 195 Ibs. 25 
10’ VKG-3010 5462 KLG-3010 4182 KMG-3010 4027 KAG-3010 3879 294 Ibs. 40 
1r VKG-3011 5786 KLG-3011 4478 KMG-3011 4300 KAG-3011 4146 331 Ibs. 43 
12 VKG-3012 5900 KLG-3012 4596 KMG-3012 4421 KAG-3012 4254 346 Ibs. 47 
2 VKG-362 3518 KLG-362 2327 KMG-362 2257 KAG-362 2105 86 Ibs. 10 
3’ VKG-363 3576 KLG-363 2378 KMG-363 2296 KAG-363 2178 92 Ibs. 10 
Ф VKG-364 3658 KLG-364 2451 KMG-364 2345 KAG-364 2253 101 Ibs. 14 
5! VKG-365 3889 KLG-365 2690 KMG-365 2605 KAG-365 2443 121 Ibs. 17 
6 VKG-366 4104 KLG-366 2883 KMG-366 2781 KAG-366 2587 142 Ibs. 20 
T VKG-367 4826 KLG-367 3376 KMG-367 3255 KAG-367 3059 169 Ibs. 23 
8 VKG-368 5023 KLG-368 3790 KMG-368 3665 KAG-368 3447 189 lbs. 27 
g VKG-369 5973 KLG-369 4674 KMG-369 4492 KAG-369 4343 260 Ibs. 30 
10 VKG-3610 6287 KLG-3610 4994 KMG-3610 4808 KAG-3610 4667 315 Ibs. 46 
1r VKG-3611 6673 KLG-3611 5337 KMG-3611 5133 KAG-3611 4965 358 Ibs. 51 
12 VKG-3612 6785 KLG-3612 5455 KMG-3612 5247 KAG-3612 5079 373 Ibs. 55 
SIDE SPLASH K.D. ALUMINUM PAN WORKTABLE CASTERS 3 TIER DRAWERS URN 
RACK SLIDES When Used with Galvanized Legs TROUGH 


6 Slides - 2” Spacing 
Mounted on Tables (min. length 3”) 


TA-44 


TA-30 1 1/2” Side Splash $130 ea. 
TA-31 5” Side Splash 242 ea. 
ТА-32 10 1/2” Side Splash 474 ea. 


Glass Rack Slides 
3 Slides - 7 1/2” Spacing 


TA-45 $862 


TA-25G-4 $594/set of 4 
TA-25G-6 897/setof 6 
5” Swivels with rubber wheels 
Each set with 2 brakes. Legs 
maintain 35-1/2” working height 
ТА-25В 9284 Ғог Brakes оп all 
wheels for TA-25SG-4 ог TA-25G-6 
TA-25C  X.H.D. Urethane wheels 


$50 each caster 
See Page 68 For More Casters 


Steel 


» 
TA-38 1 
$5433 
20” x 20” x 5” TA-64 
Xx X t 
Drawer Inserts with $218/lin.ft. 
Ball Bearing Slides 47 


10” & 5” Rear Splash 
W/ Open Base 


Stainless Steel TOP 
Stainless Steel LEGS | 
TVKS Series TKSS, ткі 


10” Back Splash 
Countertop Edge 


Spec-Line Premium Standard Super Saver 


TKSS, TKMS, 
TSKG Series 

5” Back Splash 
Bullnose Edge 


Bullitose Edge 


14 Ga. 304 S/S 14 Ga. 304 S/S 16 Ga. 304 S/S 16 Ga. 430 S/S Approx. Approx. 


Shipping Cubic 
Length Model ғ Price Model ғ Price Model ғ Price Model ғ Price Weight Feet 
2 W*TVKS-242 $3347 ҸӘ TKSS-242 $2340 TKMS-242 $2225 ҸӘ TSKG-242 $2225 43 Ibs. b 


зо” ҸӘ TVKS-240 3528 W TKSS-240 2534 w TKMS-240 2388 W TSKG-240 2363 49 Ibs. 6 
з |Ң” TVKS-243 3628 ШӘ ТК55-243 2630 ТКМ5-243 2482 ҸӘ TSKG-243 2460 55 lbs. Т 
4 TVKS-244 3716 TKSS-244 2732 TKMS-244 2560 TSKG-244 2505 67 Ibs. 9 
5j TVKS-245 3903 TKSS-245 2924 TKMS-245 2743 TSKG-245 2647 77 lbs. 12 
6 TVKS-246 4088 TKSS-246 3128 TKMS-246 2922 TSKG-246 2794 89 Ibs. 14 
тр TVKS-247 4837 TKSS-247 3953 TKMS-247 3695 TSKG-247 3273 107 Ibs. 16 
8 TVKS-248 5072 TKSS-248 4203 TKMS-248 3924 TSKG-248 3464 119 Ibs. 18 
g TVKS-249 5876 TKSS-249 5310 TKMS-249 4905 TSKG-249 4674 135 105. 21 


10 TVKS-2410 6201 TKSS-2410 5635 TKMS-2410 5228 TSKG-2410 4994 234 Ibs. 28 
11 TVKS-2411 6662 TKSS-2411 6014 TKMS-2411 5564 TSKG-2411 5247 258 lbs. 36 
12 TVKS-2412 6772 TKSS-2412 6130 TKMS-2412 5678 TSKG-2412 5361 273lbs. 39 


2 W*TVKS-302 3430 ҸӘ ТК55-302 2413 ғ ТКМ5-302 2291 ҸӰ TSKG-302 2291 48 lbs. 6 
зо” W TVKS-300 3651 ҸӘ TKSS-300 2648 ТКМ5-300 2490 8? TSKG-300 2457 55 Ibs. 7 
3; TVKS-303 3744 TKSS-303 2748 TKMS-303 2587 TSKG-303 2549 62 Ibs. 9 
4 TVKS-304 3868 TKSS-304 2896 TKMS-304 2697 TSKG-304 2627 75 lbs. 11 
5 TVKS-305 4093 TKSS-305 3123 TKMS-305 2919 TSKG-305 2804 89 Ibs. 14 
6' TVKS-306 4316 TKSS-306 3358 TKMS-306 3134 TSKG-306 2979 97 Ibs. 17 
7: TVKS-307 4990 TKSS-307 4104 TKMS-307 3826 TSKG-307 3376 118 Ibs. 20 
8 TVKS-308 5350 TKSS-308 4489 TKMS-308 4189 TSKG-308 3689 131 lbs. 22 
9 TVKS-309 6367 TKSS-309 5694 TKMS-309 5253 TSKG-309 4969 150 lbs. 25 


10 TVKS-3010 6676 TKSS-3010 6014 TKMS-3010 5566 TSKG-3010 5298 249 Ibs. 40 
11: TVKS-3011 7102 TKSS-3011 6464 TKMS-3011 5974 TSKG-3011 5607 276 lbs. 43 
12 TVKS-3012 7218 TKSS-3012 6582 TKMS-3012 6094 TSKG-3012 5720 291 lbs. 47 


2 TVKS-362 4253 TKSS-362 3227 TKMS-362 3012 TSKG-362 2786 75 lbs. 10 
3 TVKS-363 4302 TKSS-363 3282 TKMS-363 3068 TSKG-363 2840 80 Ibs. 10 
4 TVKS-364 4370 TKSS-364 3354 TKMS-364 3139 TSKG-364 2913 85 Ibs. 14 
5 TVKS-365 4638 TKSS-365 3766 TKMS-365 3515 TSKG-365 3149 99 Ibs. 17 
6 TVKS-366 4908 TKSS-366 4025 TKMS-366 3764 TSKG-366 3378 112lbs. 20 
T TVKS-367 5810 TKSS-367 4763 TKMS-367 4440 TSKG-367 4391 131 Ibs. 23 
8 TVKS-368 6119 TKSS-368 5085 TKMS-368 4741 TSKG-368 4686 145 lbs. 27 
9 TVKS-369 7300 TKSS-369 6742 TKMS-369 6226 TSKG-369 5921 165 lbs. 30 


10 TVKS-3610 7626 TKSS-3610 7058 TKMS-3610 6549 TSKG-3610 6241 268 lbs. 46 
11” TVKS-3611 8130 TKSS-3611 7597 TKMS-3611 7027 TSKG-3611 6640 298 Ibs. 51 
12’ TVKS-3612 8241 TKSS-3612 7704 TKMS-3612 7143 TSKG-3612 6757 313186. 55 


Units 8 ft. and larger furnished with 6 legs. SPECIAL LENGTHS: select next largest size. Add Model # TA-61 No Charge (ех. 55-306 with ТА-61 size to 66” long). 


SELECTED SPEC-LINE UPGRADES WORKTABLE CASTERS 
TA-3 Stainless Steel Hat Channel & Gusset $79 /lin. ft. Maintains the 35-1/2” Working Height 
ТА-94 16 да. S/S 304 Undershelf. (any size) 75 li. ^ TA-25S-4 4 Casters for Work Tables (2 w/ Brakes) $594 /setof4 
TA-95 16 ga. S/S 304 Legs | 185 /table TA-25S-6 6 Casters for Work Tables (2 w/ Brakes) 897 /setof6 
ТА-23 beds Welded to. HnderhselforOross Mails, pee able TA-25 4 Casters for Open Base Tables (2 w/ Brakes) 594 /setof4 


Shipped Set Up & Crated. 
TA-23A Table Legs Welded To Leg Gussets & Undershelf 741 /table 
48 or Cross-Bracing, Shipped Set Up & Crated. See Page 68 for More Caster Options 


TA-25A 6 Casters for Open Base Tables (2 w/ Brakes) 897 /setof6 


TVKG Series 
10” Back Splash 
Countertop Edge 


Spec-Line 


TKLG, TKMG, TKAG Series 
5” Back Splash 
Bullnose Edge 


Premium 


10” & 5” Rear Splash 
W/ Open Base 


© 


Standard 


Super Saver 


14 Ga. 304 S/S 14 Ga. 304 S/S 


Length Model # Price Model # Price Model # 


16 Ga. 304 S/S 


Price 


Model # 


16 Ga. 430 S/S 


Approx. 
Shipping 


Weig 


ht 


Stainless Steel TOP 
Galvanized LEGS 


Approx. 
Cubic 


Feet 


2 т TVKG-242 52945 Қ” TKLG-242 $1777 W9TKMG-242 61735 QW? TKAG-242 $1657 43 Ibs. 5 
30” w TVKG-240 3099 WJ TKLG-240 1907 W TKMG-240 1870 Ң? TKAG-240 1762 49 lbs. 6 
ар TVKG-243 3193 W TKLG-243 2011 ҸӰ TKMG-243 1964 W TKAG-243 1850 55 Ірв. 7 
ғ TVKG-244 3242 TKLG-244 2059 TKMG-244 1999 TKAG-244 1896 67 lbs. 9 
5 TVKG-245 3380 TKLG-245 2190 TKMG-245 2129 TKAG-245 1971 77ls. 12 
6' TVKG-246 3542 TKLG-246 2338 TKMG-246 2265 TKAG-246 2080 89 Ibs. 14 
12 TVKG-247 4135 TKLG-247 2924 TKMG-247 2834 TKAG-247 2505 107 Ibs. 16 
8 TVKG-248 4335 TKLG-248 3112 TKMG-248 3014 TKAG-248 2780 119 lbs. 18 
g TVKG-249 4956 TKLG-249 3809 TKMG-249 3673 TKAG-249 3522 185lbs. 21 
10 TVKG-2410 5267 TKLG-2410 4125 TKMG-2410 3990 TKAG-2410 3843 234 Ibs. 28 
TVKG-2411 5641 TKLG-2411 4369 TKMG-2411 4219 TKAG-2411 4070 258 Ibs. 36 
TVKG-2412 5756 TKLG-2412 4485 TKMG-2412 4332 TKAG-2412 4182 273lbs. 39 
т TVKG-302 2973 ҸӘ TKLG-302 1795 WS TKMG-302 1762 8? TKAG-302 1667 48 lbs. 6 
TVKG-300 3143 WJ TKLG-300 1964 WJ TKMG-300 1907 8? TKAG-300 1784 55 lbs. 7 
TVKG-303 3242 TKLG-303 2063 TKMG-303 2011 TKAG-303 1887 62 lbs. 9 
ғ TVKG-304 3319 TKLG-304 2127 TKMG-304 2068 TKAG-304 1905 75 lbs. 11 
5 TVKG-305 3498 TKLG-305 2296 TKMG-305 2224 TKAG-305 2039 89 Ibs. 14 
6 TVKG-306 3685 TKLG-306 2467 TKMG-306 2390 TKAG-306 2164 97 Ibs. 17 
7; TVKG-307 4286 TKLG-307 3054 TKMG-307 2955 TKAG-307 2619 11818. 20 
8 TVKG-308 4549 TKLG-308 3292 TKMG-308 3192 TKAG-308 2934 131165. | 22 
9' TVKG-309 5341 TKLG-309 4054 TKMG-309 3908 TKAG-309 3755 150 lbs. 25 
10 TVKG-3010 5655 TKLG-3010 4370 TKMG-3010 4224 TKAG-3010 4070 249 Ibs. 40 
1” TVKG-3011 5974 TKLG-3011 4671 TKMG-3011 4494 TKAG-3011 4333 276 lbs. 43 
12’ TVKG-3012 6094 TKLG-3012 4784 TKMG-3012 4611 TKAG-3012 4450 291 lbs. 47 
2 TVKG-362 3725 TKLG-362 2401 TKMG-362 2340 TKAG-362 2311 75 lbs. 10 
з” TVKG-363 3766 TKLG-363 2453 TKMG-363 2386 TKAG-363 2364 80 Ibs. 10 
ғ TVKG-364 3829 TKLG-364 2523 TKMG-364 2453 TKAG-364 2434 85 Ibs. 14 
5 TVKG-365 4063 TKLG-365 2867 TKMG-365 2782 TKAG-365 2622 99 Ibs. 17 
e TVKG-366 4285 TKLG-366 3059 TKMG-366 2957 TKAG-366 2770 11218. 20 
7 TVKG-367 5004 TKLG-367 3561 TKMG-367 3449 TKAG-367 3242 131 Ibs. 23 
8 TVKG-368 5204 TKLG-368 3971 TKMG-368 3841 TKAG-368 3611 145lbs. 27 
9 TVKG-369 6159 TKLG-369 4869 TKMG-369 4684 TKAG-369 4540 165 lbs. 30 
10° TVKG-3610 6476 TKLG-3610 5187 TKMG-3610 5004 TKAG-3610 4850 268 lbs. 46 
1” TVKG-3611 6860 TKLG-3611 5531 TKMG-3611 5326 TKAG-3611 5162 298 Ibs. 51 
12 TVKG-3612 6972 TKLG-3612 5641 TKMG-3612 5435 TKAG-3612 5268 31318. 55 


Put a Sink in Your Table! 


SINGLE & DOUBLE 
BOWLS AVAILABLE 


For Integral Sinks 
See Page 65 


POLY-VANCE 5/8” THICK CUTTING BOARDS 


Price 


$413 


Model # 
K-2A 
K-2B 
К-2С 
K-2D 
K-2E 
K-2F 
K-2J 
K-2K 


Description 


Cutting Board For 10"x14" 
Cutting Board For 147х16” 
Cutting Board For 16"x20" 
Cutting Board For 18"x24" 
Cutting Board For 20"x20" 
Cutting Board For 24"x24" 
Cutting Board For 18"x18" 
Cutting Board For 30"x24" 


Bow 
Bow 
Bow 
Bow 
Bow 
Bow 


o o o o o o о 


Bow 


Bowls 


413 
413 
413 
413 
413 


413 
413 


For Faucets & Accessories - See Page 35-36 


ea. 
ea. 
ea. 
ea. 
ea. 
ea. 


ea. 
ea. 
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*Please add "M" after model number when 
adding Fixed Mid Shelf & refer to prices below 


Enclosed Base Tables 
FLAT Тор UNITS 


14 GAUGE 


TOP 


Open Base ' Sliding Doors Hinged Doors 
w/ Fixed Mid-Shelf # of w/ Fixed Mid-Shelf # of w/ Fixed Mid-Shelf ae 
L Model # (Add ”М”) Model # Doors (Add ”М”) Model # Doors (Add "M") Feet 
3' | EB-SS-243 $3983 м $4755 NOT AVAILABLE HB-SS-243 2 $6284 м $7060 30 
2 EB-SS-244 4132 M 4898 CB-SS-244 2 $5687 м $6458 HB-SS-244 2 6589 м 7355 38 
5 EB-SS-245 4425 M 5283 CB-SS-245 2 6111 M 6977 HB-SS-245 2 7022 M 7883 47 
6’ EB-SS-246 4716 M 5687 CB-SS-246 2 6552 M 7525 HB-SS-246 4 7449 M 8418 56 
Т. ЕВ-55-247 5134 м 6213 СВ-55-247 4 7491 м 8573 НВ-55-247 4 8384 м 9468 66 
8’ EB-SS-248 5397 M 6559 CB-SS-248 4 8093 м 9263 HB-SS-248 4 8997 M 10163 74 
9' EB-SS-249 6113 M 7471 CB-SS-249 4 9072 M 10431 HB-SS-249 4 9977 M 11337 83 
10 | ЕВ-55-2410 6393 м 7747 СВ-55-2410 4 9354 м 10704 НВ-55-2410 4 10253 м 11608 92 
12: | EB-SS-2412 8833 М 9911 СВ-55-2412 4 11450 м 13027 НВ-55-2412 6 13850 M 15572 109 
3’ EB-SS-303 4199 м 5079 NOT AVAILABLE HB-SS-303 2 6503 м 7302 35 
Ф ЕВ-55-304 4351 м 5233 СВ-55-304 2 5903 м 6783 НВ-55-304 2 6795 м 7678 45 
5 ЕВ-55-305 4675 М 5687 СВ-55-305 2 6368 М 7376 НВ-55-305 2 7278 М 8286 55 
6’ EB-SS-306 5012 м 6130 CB-SS-306 2 6842 м 7964 НВ-55-306 4 7748 м 8867 66 
T EB-SS-307 5353 M 6598 CB-SS-307 4 7697 M 8946 HB-SS-307 4 8600 M 9847 76 
8e EB-SS-308 5911 M 7301 CB-SS-308 4 8428 M 9822 HB-SS-308 4 9329 M 10722 87 
9' EB-SS-309 6519 M 8141 CB-SS-309 4 9470 M 11098 HB-SS-309 4 10379 м 12012 97 
10° | ЕВ-55-3010 6794 м 8417 СВ-55-3010 4 9746 М 11373 HB-SS-3010 4 10655 М 12290 107 
12’ | EB-SS-3012 9364 м 10439 CB-SS-3012 4 126722 м 14656 НВ-55-3012 6 14578 м 16294 128 
з | EB-SS-363 4500 м 5478 NOT AVAILABLE HB-SS-363 2 6970 м 7939 41 
Ф ЕВ-55-364 4644 м 5623 СВ-55-364 2 6295 м 7275 НВ-55-364 2 7266 м 8236 53 
5° | EB-SS-365 4996 м 6131 | СВ-55-365 2 6799 м 7938 | HB-SS-365 2 7770 M 8909 65 
6’ EB-SS-366 5584 М 6873 СВ-55-366 2 7307 м 8592 НВ-55-366 4 8276 М 9562 77 
Тр ЕВ-55-367 5715 М 7160 СВ-55-367 4 8224 м 9673 НВ-55-367 4 91866 м 10643 90 
8' ЕВ-55-368 6314 м 7831 СВ-55-368 4 9010 м 10529 НВ-55-368 4 9965 м 11484 102 
g EB-SS-369 6982 M 8881 CB-SS-369 4 10137 м 12041 НВ-55-369 4 11107 м 13001 114 
10: | ЕВ-55-3610 7262 м 9162 СВ-55-3610 4 10410 м 12317 НВ-55-3610 4 11384 м 13284 126 
12’ | ЕВ-55-3612 9550 м 11241 СВ-55-3612 4 13442 М 15598 НВ-55-3612 6 15788 M 17701 151 
1-1/2” BACKSPLASH UNITS 
Open Base Sliding Doors Hinged Doors 
w/ Fixed Mid-Shelf # of w/ Fixed Mid-Shelf # of w/ Fixed Mid-Shelf pes 
L Model # (Add ”м”) Model # Doors (Add ”м”) Model # Doors (Add ”м”) Feet 
3’ | EF-SS-243 $3983 м $4755 NOT AVAILABLE HF-SS-243 2 $6284 m $7060 30 
4 EF-SS-244 4132 M 4898 CF-SS-244 2 $5687 м $6458 НЕ-55-244 2 6589 м 7355 38 
5i EF-SS-245 4425 м 5283 CF-SS-245 2 6111 м 6977 НЕ-55-245 2 7022 м 7883 47 
6’ EF-SS-246 4716 м 5687 CF-SS-246 2 6552 м 7525 НЕ-55-246 4 7449 м 8418 56 
T EF-SS-247 5134 M 6213 CF-SS-247 4 7491 м 8573 HF-SS-247 4 8384 м 9468 66 
8’ EF-SS-248 5397 М 6559 CF-SS-248 4 8093 м 9263 HF-SS-248 4 8997 м 10163 74 
9” EF-SS-249 6113 м 7471 CF-SS-249 4 9072 м 10431 HF-SS-249 4 9977 м 11337 83 
10: | ЕҒ-55-2410 6393 м 7747 СЕ-55-2410 4 9354 м 10704 НЕ-55-2410 4 10253 М 11608 92 
12; | ЕҒ-55-2412 8833 М 9911 CF-SS-2412 4 11450 м 13027 НЕ-55-2412 6 13850 м 15572 109 
3’ EF-SS-303 4199 M 5079 NOT AVAILABLE НЕ-55-303 2 6503 м 7381 35 
4 EF-SS-304 4351 M 5233 CF-SS-304 2 5903 м 6783 НЕ-55-304 2 6795 М 7678 45 
5 EF-SS-305 4675 М 5687 CF-SS-305 2 6368 М 7376 HF-SS-305 2 7278 M 8286 55 
6€ | ЕҒ-55-306 5008 м 6130 | СҒ-55-306 2 6842 м 7964 | HF-SS-306 4 7748 М 8867 66 
T EF-SS-307 5353 M 6598 CF-SS-307 4 7697 M 8946 HF-SS-307 4 8600 м 9847 76 
8’ EF-SS-308 5911 м 7301 CF-SS-308 4 8428 м 9822 HF-SS-308 4 9329 м 10722 87 
9” ЕЕ-55-309 6519 м 8141 СЕ-55-309 4 9470 м 11098 НЕ-55-309 4 10379 м 12002 97 
10° | EF-SS-3010 6794 м 8417 CF-SS-3010 4 9746 M 11373 HF-SS-3010 4 10655 м 12282 107 
12’ | EF-SS-3012 9364 м 10439 CF-SS-3012 4 126722 M 14656 HF-SS-3012 6 14578 м 16294 128 


(Approx. Shipping Weight Is 50 Lbs. Per Lineal Foot) 


For Enclosed Base Tables Over 12’ Add: 


FOR 36” WIDE 1-1/2” SPLASH UNITS: Use 36” Flat Top Price TA-65 Ореп Ваѕе Units $697 /lin. ft. 
қ w : ç TA-36D $176ea. 
and Replace ”B” with ”F” (Example: EB-SS-364 would change to read EF-SS-364) ТА-66 Sliding Door Units 1015 /lin.ft. Hinged Door 
TA-67 Hinged Door Units 1076 /lin.ft. Repair Kit 
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*Please add "M" after model number when 
adding Fixed Mid Shelf & refer to prices below 


5" BACKSPLASH UNITS 


14 GAUGE 
TOP 


@ Enclosed Base Tables 


Open Base ' Sliding Doors Hinged Doors 

w/ Fixed Mid-Shelf # of w/ Fixed Mid-Shelf # of w/ Fixed Mid-Shelf 4. 
Моде! ғ (Add "M") Model ғ Doors (Add "M") Model ғ Doors (Add "M") Feet 
EK-SS-243 M NOT AVAILABLE HK-SS-243 2 M 30 
EK-SS-244 M CK-SS-244 2 $5809 M 56589 | НК-55-244 2 6714 м 7484 38 
EK-SS-245 M 5339 | CK-SS-245 2 6251 м 7118 | HK-SS-245 2 7149 м 8027 47 
ЕК-55-246 4863 м 5751 СК-55-246 2 6705 м 7740 | НК-55-246 4 7601 м 8580 56 
ЕК-55-247 5295 М 6179 | СК-55-247 4 7645 М 8733 | НК-55-247 4 8548 м 9640 66 
ЕК-55-248 5565 М 6641 СК-55-248 4 8259 М 9425 | НК-55-248 4 9171 M 10336 74 
EK-SS-249 6311 M 7578 | CK-SS-249 4 9266 М 10615 | HK-SS-249 4 10165 М 11523 83 
ЕК-55-2410 6591 М 7853 | СК-55-2410 4 9544 М 10897 | НК-55-2410 4 10443 M 11801 92 
EK-SS-2412 9048 м 10434 | CK-SS-2412 4 12473 M 13982 | HK-SS-2412 6 14121 м 15789 109 
ЕК-55-303 4464 м 5207 NOT AVAILABLE HK-SS-303 2 6626 м 7511 35 
ЕК-55-304 4620 м 5355 | СК-55-304 2 6026 М 6904 | НК-55-304 2 6928 М 7810 45 
ЕК-55-305 4858 М 5869 | СК-55-305 2 6509 м 7523 | НК-55-305 2 7411 м 8425 55 
ЕК-55-306 5072 м 6193 | СК-55-306 2 6992 м 8117 | НК-55-306 4 7893 м 9015 66 
ЕК-55-307 5507 М 6762 | СК-55-307 4 7858 М 9103 | НК-55-307 4 8768 м 11455 76 
ЕК-55-308 6082 м 7470 | СК-55-308 4 8595 М 9987 | НК-55-308 4 10063: М 11529 87 
ЕК-55-309 6706 м 8419 | СК-55-309 4 9667 м 11299 | НК-55-309 4 10569 м 12190 97 
ЕК-55-3010 6989 М 8600 | CK-SS-3010 4 9947 м 11570 | НК-55-3010 4 10845 м 12693 107 
ЕК-55-3012 9547 м 10933 | CK-SS-3012 4 13319 м 15094 | HK-SS-3012 6 15278 м 16949 128 
ЕК-55-363 4631 м 5598 NOT AVAILABLE HK-SS-363 2 7094 м 8069 41 
ЕК-55-364 4778 м 5749 | СК-55-364 2 6428 м 7401 НК-55-364 2 7395 м 8366 53 
EK-SS-365 5108 м 6353 | CK-SS-365 2 6952 М 8082 | HK-SS-365 2 7909 м 9043 65 
ЕК-55-366 5721 М 7018 | СК-55-366 2 7462 М 8748 | НК-55-366 4 8426 м 9704 77 
ЕК-55-367 5881 м 7322 | СК-55-367 4 8388 м 9842 | НК-55-367 4 9359 м 10802 90 
ЕК-55-368 6489 м 8007 | СК-55-368 4 9180 М 10696 | НК-55-368 4 10747 м 12268 102 
ЕК-55-369 7772 М 8997 | СК-55-369 4 10337 м 12236 | НК-55-369 4 11219 м 13114 114 
ЕК-55-3610 8418 м 9271 CK-SS-3610 4 10529 м 12427 | HK-SS-3610 4 11492 м 13388 126 
ЕК-55-3612 9922 м 11755 | CK-SS-3612 4 14279 м 16080 | НК-55-3612 6 162722 м 18037 151 


(Approx. shipping weight is 75 Ibs. рег lineal foot) 


We Recommend a Welded Field Joint For Units Over 12’ TA-57 $359 ea. 


(Units over 14' require a Welded or Bolted Field Joint) 


ECONOMY ENCLOSED BASE TABLES 


* 16 Gauge, 304 Stainless Steel Top e 1-5/8" Square Sides 
e 18 Gauge, 430 Stainless Steel Body * Fixed Mid Shelf 
e 1-58” Rolled Rim On front e Stainless Steel Legs & Bullet Feet 


SPECIAL VALUE UNITS 


16 GAUGE 
TOP 


FLAT TOP 5” BACK SPLASH 


SLIDING List HINGED List SLIDING List HINGED List | Р 
L DOORS Price DOORS Price DOORS Price DOORS Price Feet 
N/A EHB-SS-243M N/A EHK-SS-243M 


48” | ECB-SS-244M $5825 | ЕНВ-55-244М ЕСК-55-244М 55983 | ЕНК-55-244М 6876 38 
60” | ЕСВ-55-245М 6255 | EHB-SS-245M ЕСК-55-245М 6402 | ЕНК-55-245М 7388 47 
72” | ЕСВ-55-246М 6712 | EHB-SS-246M ЕСК-55-246М 6868 | ЕНК-55-246М 7783 56 
84” | ЕСВ-55-247М 7670 | EHB-SS-247M ЕСК-55-247М 7828 | ЕНК-55-247М 8755 66 
96” | ЕСВ-55-248М 8287 | EHB-SS-248M ЕСК-55-248М 8457 | ЕНК-55-248М 9391 74 
108” | ЕСВ-55-249М 9290 | ЕНВ-55-249М ЕСК-55-249М 9491 | ЕНК-55-249М 83 
ECB-SS-2410M 9579 | EHB-SS-2410M ЕСК-55-2410М 9771 | ЕНК-55-2410М 
36" | N/A EHB-SS-303M $6659 | N/A EHK-SS-303M $6793 35 
48” | ECB-SS-304M $6046 | ЕНВ-55-304М 6959 | ЕСК-55-304М 56171 | ЕНК-55-304М 7094 45 
60” | ЕСВ-55-305М 6522 | EHB-SS-305M 7455 | ЕСК-55-305М 6666 | ЕНК-55-305М 7590 55 
72” | ЕСВ-55-306М 7009 | EHB-SS-306M 7933 | ECK-SS-306M 7162 | EHK-SS-306M 8083 66 
84" | ECB-SS-307M 7884 | EHB-SS-307M 8808 | ECK-SS-307M 8048 | EHK-SS-307M 8984 76 
96" | ECB-SS-308M 8634 | EHB-SS-308M 9550 | ECK-SS-308M 8801 | EHK-SS-308M 10315 87 
108” | ECB-SS-309M 9698 | EHB-SS-309M 10637 | ЕСК-55-309М 9896 | ЕНК-55-309М 10822 97 
120” | ЕСВ-55-3010М 9980 | EHB-SS-3010M 10911 | ECK-SS-3010M 10186 | ЕНК-55-3010М 11105 107 
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Enclosed Base Tables 


30” Wide Units! 
Featuring SHD Series NSF Drawers 


ADJUSTABLE MID SHELF 
FOR ENCLOSED BASE TABLES 


TA-116 $1174 Per Section 


Add To Price of Enclosed Base Table with Fixed Mid Shelf (M) 
On Page 50 & 51. 

(Shelves Over 36” In Length Require Multiple Sections With 
Center Partition. For Partial Shelves Add to Price 

of Shelf on Page 68.) 


ENCLOSED BASE TABLES WITH DRAWERS 


w/ Hinged Door w/ Sliding Doors - 
о 


# of Cubic 
Length Model # Price Model # Price | Drawers Doors Weight Feet 
60” HDRC-305 510704 | SDRC-305 510535 2 2 300 Ibs. 55 
72” HDRC-306 11418 | SDRC-306 11233 2 4 360 Ibs. 66 
84” HDRC-307 13727 | SDRC-307 13591 © 4 420 Ibs. 76 
96” HDRC-308 13980 | SDRC-308 13730 3 4 540 Ibs. 87 
120” HDRC-3010 17670 | SDRC-3010 17530 4 4 600 Ibs. 107 
i MODIFICATIONS & ACCESSORIES 
TY TA-105 Modified to 24" Width $428 /table TA-14 DrawerLock 6196 ea. 
! TA-110 Modified to 36" Width 80 /lin.ft. TA-46 Door Lock 451 ea. 
Sliding Doors 


DisH CABINETS ( 


15” WIDE 


18” WIDE 


Length Model # Weight Cu. Ft. Price Model # Weight Cu. Ft. Price 
i DC-154 155 Ibs. 21 54139 DC-184 170 Ibs. 25 $4421 
“| 60” ОС-155 195 Ibs. 27 4426 DC-185 205 Ibs. 31 4778 
727 DC-156 225 Ibs. 32 4921 DC-186 245 165. 36 5853 
моде” Option Puce 84” DC-157 265105 37 5130 | DC-187 275lbs. л 6316 
TA-100F Bullnose Front Тор Edge $155 96" DC-158 29510 42 5510 | DC-188 315lbs. 46 6795 
TA-101 Rear Tray Lock 130 /lin. ft. 120" DC-1510 3601s. 52 6764 DC-1810 385lbs. 56 7687 
TA-61 9... М/С 144” DC-1512 400lbs. 62 6963 | DC-1812 425lbs. 66 7894 
30” Wide Units! Ĉĉ 
Includes GFCI Outlet Includes Removable BEVERAGE TABLES o 
Includes K-60 y Trough Length Model # Price Weight Cu. Ft. 
n Splash Mounted Faucet 

mmi 1 — ғ BEV-30-48LorR* $9258 230 Ibs. 37 

Ш =: | 5 BEV-30-60LorR* 9830 250 Ibs. 45 

AE 7-і "se 6 BEV-30-72LorR* 10449 c0bs = 

Е mie MEME aal 7 BEV-30-84LorR* 11965 2905. 63 

l 8 BEV-30-96LorR* 12722 330 Ibs. 71 

9” BEV-30-108LorR* 19103 360 Ibs. 76 

10 BEV-30-120LorR* 19172 380 Ibs. 88 

12 BEV-30-144LorR* 19412 430 Ibs. 96 

| Model BEV-30-84L | me | 
Shown Specify Sink Left Or Right End: 


Customize Your Own Beverage Table 
with Additional Accessories on Pages 61-68 
TA-45 Optional Glass Rack Slide $862 


*Please Designate Left Or Right Sink Location By Using L Or R 
After Model Number When Ordering. 


Sink Size 14” x 16” x 12” 


52 A WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info., visit www.p65warnings.ca.gov. 


W Ship Via UPS 


Sink Cabinets 


SELF-CONTAINED MoBILE HAND Sinks © 
Bring The Sink On Location When Hand Washing Is Needed! 


* 16 Ga., 304 Stainless Steel Тор. * 2-1/2 Gallon Electric Hot Water Heater 

* K-52 Deck Mt. Gooseneck Faucet. (See Models Below). 

* Door Latch. * 6 Ft. Power Cord. 

* 4" Plate Casters - 2 with Brakes. * Removable Plastic Container(s) for Fresh Water. Optional Custom 

* Hinged Door. * Removable Plastic Container(s) for Waste Water. Vinyl Wrap Design. 
* Operates on a 120 Volt/15 Amp Circuit. CALL TO LEARN MORE! 


w/ Hot & Cold Water Supply SHK-MSC-26C Shown 


w/ Cold Water Supply Only 


Dry Cu. 
Model # Weight Ft. Price 


Dry Cu. 
Model # Weight Ft. Price 


Size Capacity (Gal.) 
Sink Bowl Fresh/Waste 


SHK-MSC-26C 1651. 21 $9823 | 5НК-М5С-26СН 1751. 21 $10429 | 26x26 10"x14"x5” 5/7 
5НК-М5С-31С 185lbs. 25 10166 | SHK-MSC-31CH 19516. 25 11037 | 31"x26" 10х17х5” 10/14 
SELF-CONTAINED МовпЕ HAND SINK TA-MSC-1 Bolt-on Towel/Manual Soap Dispenser w/ Drip Tray for 26” Unit $999 
ACCESSORIES & MODIFICATIONS TA-MSC-2 Bolt-on Towel/Manual Soap Dispenser w/ Drip Tray for 31" Unit 1327 


TA-MSC-ES1 Bolt-on Towel/Touchless Soap Dispenser w/ Drip Tray for 26" Unit 1293 
TA-MSC-ES2 Bolt-on Towel/Touchless Soap Dispenser w/ Drip Tray for 31" Unit 1650 
TA-MSC-PC 10 ft. Power Cord 358 
TA-46 Door Lock 451 
K-12 Deck Mounted Soap Dispenser 211 
K-316-LU Wrist Handles For Faucet 167 


TA-MSC-1 Shown TA-MSC-ES1 Shown 


CORNER SINK CABINET © 


* Furnished With A 5” Splash With A 1" Return. * Utility Access Clearance Provided For Ease 


* SHK-2441 Designed To Line Up With "HK" 5” Of Plumbing Installation. 
Rear Splash Enclosed Base Tables To Create • Includes Sink With K-124 6” Extended Spout 
Functional Work Area. Faucet & Drain. 

* Door Is A Double Panel Design. * Mitered Front Permits Easy Access To Sink 


Bowl & Faucet. 


Size Cu. SHK-2441 Shown with Enclosed Base Line-Up. 


STAND Эа CAW. кн Weight cp. Price- For Enclosed Base Table Options, See Pages 61-65. 
ПЗ SHK-1735 17x35' 14”x10”x 10° 215 lbs. 38 $7604 
UNIT 


SHK-2441 24"x41" 16"x20"x12" 250lbs. 50 8368 


STANDARD SINK CABINET © 


* 5” Splash With A 1” Return On Size Dry Cu. 
The Rear Side. Model # LxW Sink Bowl Weight Ft. Price 
* Includes Sink And K-124 W SHK-302  24x30' 10"x 14”x 10” 150lbs. 30 $6655 


" Ext F t & Drain. : I 
аншы & Ога Space Saver Sink Cabinet 


* Hinged Door: Ң? 5НК-180 18”x 30” 10"x14"x10" 125lbs. 30 6086 


Ж WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 53 


Wall Cabinets 


15” WIDE STAINLESS STEEL WALL CABINETS © 


18 Gauge, 430 Stainless Steel Includes Fixed Mid-Shelf 


SLIDING HINGED 
DOOR DOORS 
OPEN UNIT W/ HINGED DOORS 
Size Approx. Approx. Approx. | Approx. 
LxWxH Model # Price Doors Weight Model ғ Price Weight Model ғ Price Doors Weight | Cu. Ft. 
36” x 15" x 32-1/2” WCS-15-36 $6983 2 130 Ibs.| WCO-15-36 $4982 95 \bs.| WCH-15-36 $7341 2 120 Іре.| 17 
48” х 15” х 32-1/2” WCS-15-48 7473 2 155 Ibs.| WCO-15-48 5739 1201bs.| WCH-15-48 7954 2 150 Ibs.| 21 
60” x 15” x 32-1/2” WCS-15-60 8638 2 185 Ibs.| WCO-15-60 6265 1451bs.| WCH-15-60 9107 2 1801bs.| 26 
72" x 15" x 32-1/2” WCS-15-72 9383 2 2201bs.| WCO-15-72 7575 1801bs.| WCH-15-72 9329 4 240 Ibs.| 31 
96” x 15” x 32-1/2” WCS-15-96 11790 4 295 Ibs.| WCO-15-96 8121 240 Ibs.| WCH-15-96 10550 4 320 Ibs.| 41 
STORAGE CABINETS 
84” High Storage Cabinet ы Wall Mounted 


w/ 4 Fixed Mid-Shelves | Chemical Storage Cabinet 


* Single Left-Hinged Door* w/ 1 Fixed Mid-Shelf 


* 4 Fixed Stainless Steel Mid-Shelves Vented 
* Enclosed Back Panel Side Panels 
Ventilation Slots 


* Left-Hinged Door* 
* Vented Side Panels 
* Mounting Hardware Not Included 


Overall Size: 25"L x 22-5/8"W x 84"H 


CAB-4 $8533 


18 Gauge, 430 Stainless Steel 


Overall Size: 24"L x 15"W x 32-1/2"H 


WCH-15-24 $6191 
CAB-4-300 $9368 WCH-15-24 Left Hinged 18 Gauge, 430 Stainless Steel 


Shown (Standard 
18 Gauge, 300 Stainless Steel SM ) WCH-15-24-300 $6860 
* Optional Right-Hand Door Swing Available - Add CAB-R М/С 18 Gauge, 300 Stainless Steel 


CABINET ACCESSORIES & MODIFICATIONS 


Adjustable Mid-Shelf Additional Fixed Mid-Shelf Cabinet Door Lock 
ПА Э ЗРЯ WC-SHELF $125 perlin.ft. K-94-SHELF $521 еа. 50-27 5451 
о Price of 84” High Storage For WCS, WCO, WCH Seri amta 5 One Per Hinged Door or 
Cabinets or Wall Cabinets s Wall Cabinets A Ала аа Pair of Sliding Doors 


STAINLESS STEEL WALL FLASHING 
e Wall Flashing Supplied in 10’ Lengths 


Optional Accessories 
* Type 304 Stainless Steel Ker Model # Style Price 
e Polished to a Commercial Grade #3 Finish A  ЕЕСШШ e | 6176 ез. 
Моде! # Саиде Ргісе WF-SC-1 Seam Cap $176 ea. 
М/Е20 20 $112 sq/ft. WF-IC-1 Inside Corner Сар 9197 ea. 
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Demo TABLE | 


Shown With 
Optional Drawer 


Countertop Edge 
Mirror Tilts to 
Desired Position 


© 


Model # Table Size Mirror Size Wt. Cu. Price 
VSS-DT-365 36” x 60” 24”x 48" 275lbs. 18 $11252 
VSS-DT-366 36” x 72” 24"x60” 305lbs. 23 13247 


С ORNER TABLES 14 Gauge, 304 Stainless Steel 
5" Rear Splash (t Return) 


24" WIDE 30" WIDE 


Specialty Tables 
A (f 
Pu ut 


Rainbow Supports 


CEILING MOUNTED 
DEMO MIRROR 


* 16 ga. type 304 Stainless Steel | 


* 1 5/8” Tubing - 4’ Posts s " 
P, , v 
7 ее 


• 14 ga. Rainbow Uprights For Added Support 
* Glass Mirror 


Model£ Mirror Size Wt. Cu. Price Mirror Tilts to 
Desired Position 

МІ-48 24x48 9116 7 $6324 

МІ-60 24x60 15. 8 7421 PRINT REQUIRED 


60" — -. Variable 


Standard Length w 


Length | Model # Price Model # Price | Wt. 
5 KTMS-245 $9596 | KTMS-305 59794 | 280 Ibs. 
e KTMS-246 9794 | КТМ5-306 9988 | 300 Ibs. 
T KTMS-247 9988 | KTMS-307 10185 | 320 Ibs. 
8 KTMS-248 10185 | КТМ5-308 10379 | 345 Ibs. | 
9 | KTMS-249 10379 | KTMS-309 10577 | 375\bs. 50 | Specify Wall Location & Dimension. | 
` 5ft. Length is Standard on One Side. | 
10 КТМ5-2410 10577 | КТМ5-3010 10773 | 400156. 55 | 
P (Length can be modified, but not to 
11 KTMS-2411 10773 | KTMS-3011 10967 | 425 Ibs. 60 exceed 7 ft. оп one wall dimension) 
12’ KTMS-2412 11164 | KTMS-3012 11359 | 450 lbs. 65 TA-57 $320 Prepare Welded Field Joint 
Accessories 
KT-100 36” Width On Corner Tables $202 /lin.ft. КТ-103 Stainless Steel Undershelf $85 /lin.ft. 
KT-101 Additional Length in Excess of 5' 238 /lin.ft. KT-104 Stainless Steel Cabinet Base 512 /lin.ft. 


KT-102 Special Sizing Charge N/C 


Work TABLE 
WITH PREP SINK & FAUCET © 


* 16 ga., 304 Stainless Steel Top 
* 5” Rear Splash 
* 16" x 20" x 12" Sink Bowl 
* Stainless Steel 
Adjustable Undershelf 


* 4 O.C. Deck Mounted Faucet 
& Basket Drain Included 


| KMS-11B-305R 


Shown 
Sink 

Size Model # Location Price 
30” x 48” KMS-11B-304L Left $4517 
30” x 48” KMS-11B-304R Right 4517 
30” x 60” KMS-11B-305L Left 4744 CHOOSE 
30x60 KMS-11B-305R Rigt 4744 ЕРТ OR RIGHT 
30x72 KMS-11B-306L Let 4958 SINK POSITION 
30"x 72” KMS-11B-306R Right 4958 


* Stainless Steel Legs & Bullet Feet 


(Top Is Shipped Separately For Ease In Installation) 


Prep TABLE 
WITH COUNTERTOP EDGE @ 


* 10” Rear Splash 

e Includes 1 - 16” x 20” x 8" 
& 1 - 16" x 20's x 4” Integrally 
Welded Stainless Steel Sinks 

* 21" x 18" x 5/8" Poly-Vance 
Cutting Board 

* Stainless Steel Die-Formed Drawer 


* Includes K-55 4" O.C. 
Gooseneck Faucet. 


Model ғ Size Weight Си. Ft. Price 
DL-30-72 30%х707 155lbs. 36 $8612 
DL-30-96  30'x96" 198lbs. 47 9607 


See Page 65 For Additional Integral Sink Sizes 


A WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 
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eo ГЕ Ship Via UPS 
Mixer Tables 


Mixer TABLE WITH UTENSIL RACK 
24” Work Height to Top of Table (Utensil Rack Has Height of 78”) 


Size Stainless Steel Base Galvanized Base Wt. Cu. Ft. 
24” x 24” MX-SS-242 $2800 MX-GL-242 $2429 | 53 Ibs. 3 
24” x 30” | MX-SS-302 2897 | gp MX-GL-302 2481 | 63 Ibs. 4 
30” x 30” MX-SS-300 3110 MX-GL-300 2651 | 70 Ibs. 5 
30” x36” |Ң? MX-SS-303 3153 !«W5MX-GL-303 2687 | 77 lbs. 6 MX-SS-242 
36" x 36" MX-SS-363 3238 MX-GL-363 2773 | 81 Ibs. 7 Shown 

Mixer Not Included 
Міхев TABLE WITH UNDERSHELF 
24" Work Height 

Size Stainless Steel Base Galvanized Base Wt. Cu. Ft. = 
24” x 24" MT-SS-242 $1675 MT-GL-242 $1377 | 45 lbs. 3 
24"x30" |Ң? MT-SS-302 1760 | @MT-GL-302 1438 | 50 Ibs. 4 
30” х30” МТ-55-300 1995 MT-GL-300 1603 | 55 Ibs. 5 

MT-SS-242 
30” x 36” ||? MT-SS-303 2026 ҸӘ MT-GL-303 1647 | 68 Ibs. 6 Shown 
36” x 36” МТ-55-363 2124 MT-GL-363 1722 | 71 Ibs. y 
BUDGET MIXER TABLES 
24” Work Height 

Size Stainless Steel Base Galvanized Base Wt. Cu. Ft. 
24” x 24” SAG-MT-242 $1516 AG-MT-242 $1230 | 38 Ibs. 3 
24” x 30” |Ң? SAG-MT-302 1592 | gp AG-MT-302 1263 | 41 Ibs. 4 AG-MT-242 
30'x30" | SAG-MT-300 1625 | AG-MT-300 1289 | 20. 5 и 
30” x 36” |Е? SAG-MT-303 1733 | AG-MT-303 1354 | 58 Ibs. 6 
36” x 36” SAG-MT-363 1827 AG-MT-363 1445 | 64 Ibs. 7 


Мовп- MIXER TABLES WITH TRAY SLIDES & CASTERS 
28” Work Height. Tray Slides Have 2” Spacing 


Size Stainless Steel Base Galvanized Base Wt. Cu. Ft. MT-MG-300 
з0>х30 | MT-MS-300 $2949 | MT-MG-300 $2560 |85. 9 нш 
30” х36” |Ң? MT-MS-303 2987 | МТ-МС-303 2606 | 95 lbs. 10 
CASTERS 
MIXER EQUIPMENT TABLE E Maintains 24” WorkinG HEIGHT 
28” Work Height Shown with 5” Swivels Each Set with 2 Brakes 
Optional Drawer 
Size Model # Price Wt. Cu. Ft. For Use with For Use with 
Stainless Steel Legs Galvanized Legs 


24” x 30” AG-MP-30 $2508 65 lbs. 4 
TA-25ES $594 5е/4 TA-25EG $594 set/4 


Add 15” x 20” Drawer SS-1520 $791 


WALL Моомтер Tastes © 


Must Be Installed In Cinder Block Wall Price 


Or Equal For Necessary Support Length „моде 
30” SFSS-W-240 $2130 


24" ISSFSS-W-242 1933 
36" gsFSS-W-243 2130 
48" FSS-W-244 2309 
60" FSS-W-245 2521 
72" FSS-W-246 2717 
84" FSS-W-247 3659 
96" FSS-W-248 3908 


Length Model # Price 
30” Ge FSS-W-300 $2240 
24” @pFSS-W-302 2012 
36” Ң?Ғ55-//-303 2307 
48” FSS-W-304 2476 
60” Е55-М/-305 2721 
72” FSS-W-306 2960 
84” FSS-W-307 3809 
96” FSS-W-308 4203 


e Rolled Rim 
56 %11/2” Backsplash 


Қ” Ship Via UPS 


Equipment Stands 


EQUIPMENT STANDS WITH UNDERSHELF @ 
24" Working Height • 14 Ga. Type 304 Series + Up to 1000 Ib. Load Capacity 


Stainless Steel Galvanized 


Length | 24” WIDE Price 30” WIDE Price 24” WIDE Price 30” WIDE Price 
$1795 Ң? ES-302 61879 Ң?ЕС-2422 61573 ҸӰ EG-302 $1610 | 43bs 4 
7 ҚРЕ5-243 1993 Фр ES-303 2105 8? ЕС-243 1736 8? ЕС-303 1800 | seis 6 
ғ Е5-244 2184 8? Е5-304 2342 8? ЕС-244 1951 8? EG-304 2002 | 74bs 8 
Grates 5 Е5-245 2382 | Е5-305 2585 | ЕС-245 2063 | ЕС-305 2206 | ваз 9 

Heavy Duty Casters 

6’ ES-246 2577 | Е5-306 2815 | ЕС-246 2226 | ЕС-306 2402 |1021. 11 

TAZ ае) SAN ‚ | ES-247 3214 | ES-307 4315 | EG-247 2728 | EG-307 3747 
TA-256 setofe 1047 7 : - x - — — 
8 ES-248 3286 | ES-308 4390 | EG-248 2796 | EG-308 3820 | 13510. 15 


Each set supplied with 
2 Brakes For 36” Wide Equipment Stands Add TA-59 $373 per table 


EQUIPMENT STANDS © 


WITH UNDERSHELF © CASTERS 
24" Working Height • 14 Ga. Type 304 Stainless Steel • Up to 1000 Ib. Load Capacity 


Cu. 
30" WIDE Price Wt. Ft. 


ES-302C $2611 | 51 bbs. 
ES-303C 2835 | 68 bbs. 
ES-304C 3066 | 85 lbs. 
ES-305C 3300 |1021. 9 
ES-306C 3522 | 119165. 11 


Optional Equipment Stand Accessories 


Adj. Wood Cutting Board Adj. S/S Plate Shelf 


L Model # Price | Model # Wt. Cu. Ft. 
© 2 | ТА-922 $713 | ТА-962 $690 | 28 Ibs. 1 
% | TA-923 807 | TA-963 780 | 30 lbs. 2 
w 4 | TA-924 905 | TA-964 861 | 34 Ibs. 3 
| 5 | ТА-925 1002 | ТА-965 955 | 37 lbs. 3 
Wood Top Cutting Boar 4 6 | ТА-926 1104 | ТА-966 1044 | 40 Ibs. 4 
w/ Plate Shelf Shown* 7T | TA-927 1296 | TA-967 1297 | 56 lbs. 5 
*Must Order Cutting Board When Ordering Plate Shelf & | ТА-928 1482 | ТА-968 1510 | 64 Ibs. © 
EQUIPMENT FILLER TABLES Ø 
е Heavy Gauge Stainless Steel е Stainless Steel Legs © 
e 1-1/2” Backsplash е Stainless Steel Adjustable Bullet Feet 
All Filler Tables Must Be Placed Between 
Open Base 2 Other Pieces Of Equipment For Stability. 
Size Model # Price Wt. Cu. Ft. 


w/ Adjustable 
Stainless Steel Undershelf 
Size Model # Price Wt. Cu. Ft. 

15”x 24” TFMSU-152 $1505 28 lbs. 
15x30 TFMSU-150 1595 — 36 bbs. 
15”x 36” TFMSU-153 1705 41 lbs. 
18”x 24” TFMSU-182 1542 — 38 bbs. 
18”x 30” TFMSU-180 1637 41 lbs. 
18”x 36” TFMSU-183 1745 521р<. 


12° х24° | TFMS-122 $1286 22 Ibs. 
12x30 | TFMS-120 1396 _ 31 Ibs. 
12”x 36” | TFMS-123 1482 зэ. 
15”х24” | TFMS-152 1414 25 lbs. 
15x30 | TFMS-150 1541 33Ію<. 
15”x 36” | TFMS-153 1630 41 Ibs. 
18”x 24” | TFMS-182 1425 27 Ibs. 
18”x 30” | TFMS-180 1559 35 lbs. 
18” х36” | TFMS-183 1610 43. 
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АП Wood Тор Bakers Tables 
On Page 58 & 59 Feature 
1-3/4” Thick Wood Top 


© 


Wood Top Bakers Tables 


FLAT ТОР - OPEN BASE STYLE 


Stainless Steel Base 


Wt. 
(Ibs.) 


4 = Ship Via UPS 


Wt. Wt. 


24" WIDE 
TH2S-244 


30" WIDE 
TH2S-304 


36" WIDE 
TH2S-364 


Price 


$1961 


5’ | TH2S-245 1918 95 7 TH2S-305 2235 120 9 TH2S-365 2974 135 
6€ | TH2S-246 2135 115 9 TH2S-306 2506 140 11 | TH2S-366 3347 155 
7: | ТН25-247 2627 135 10 ТН25-307 3144 155 12 | ТН25-367 4189 180 
8 | ТН25-248 2666 155 12 | TH2S-308 3502 185 14 | ТН25-368 4552 215 
Galvanized Base 

Wt. Cu. Wt. Cu. Wt. Cu 
L 24” WIDE Price (Ibs.) Ft. | 30" WIDE Price (lbs. Ft. 36" WIDE Price (lbs. Ft. 
4 TH2G-244 $1346 80 6 TH2G-304 $1505 100 7 TH2G-364 $1800 115 8 
5 TH2G-245 1488 95 7 TH2G-305 1697 120 9 TH2G-365 2003 135 11 
6 TH2G-246 1630 115 9 TH2G-306 1881 140 11 TH2G-366 2196 155 13 
T TH2G-247 1984 135 10 | TH2G-307 2345 155 12 TH2G-367 2883 180 15 
8 TH2G-248 2338 155 12 | TH2G-308 2712 185 14 TH2G-368 2923 Pi li 


FLAT Top - WITH ADJUSTABLE UNDERSHELF 
Stainless Steel Base 


Wt. Cu. Wt. Cu. 
L 24” WIDE Price Ibs. Ft. 30” WIDE Price Ibs. Ft. 36” WIDE Price 
3 H2S-243 $1713 75 4 | H2S-303 $1954 90 5 H2S-363 $2578 
4 H2S-244 1821 95 6 H2S-304 2068 115 7 Н25-364 2682 
5 Н25-245 2068 110 7 Н25-305 2367 140 9 Н25-365 3083 
6 H2S-246 2309 130 9 H2S-306 2675 160 11 H2S-366 3473 185 13 
ТР Н25-247 2866 150 10 Н25-307 3368 185 12 Н25-367 4381 215 15 
8 H2S-248 3225 180 12 H2S-308 3727 215 14 H2S-368 4744 255 17 

Galvanized Base 

Wt. Cu. Wt. Cu. Wt. Cu. 
L 24" WIDE Price Ibs. Ft. 30” WIDE Price Ibs. Ft. 36” WIDE Price (lbs. Ft. 
ар т H2G-243 $1406 75 4 H2G-303 $1563 90 5 H2G-363 $1859 105 6 
ғ H2G-244 1511 95 6 g H2G-304 1668 115 7 H2G-364 1969 135 8 
5j H2G-245 1701 110 7 H2G-305 1895 140 9 H2G-365 2210 160 11 
e H2G-246 1885 130 9 H2G-306 2121 160 11 H2G-366 2452 185 13 
TE H2G-247 2312 150 10 H2G-307 2682 185 12 H2G-367 3010 215 15 
8 H2G-248 2672 180 12 H2G-308 3043 215 14 H2G-368 3368 255 17 


Features Coved Risers & 
Allow For Easy Cleaning 


CoveD ТОР w/ 4” SPLASH - OPEN BASE STYLE 
Stainless Steel Base 


Length 30” WIDE Price Wt. Си. Ft. | 36” WIDE Price Wt. Си. Е. 
Ф ТВ5-304 53846 120 12 | ТВ5-364 55055 120 14 
5 ТВ5-305 4104 150 15 ТВ5-365 5410 150 18 
e TBS-306 4815 180 18 | TBS-366 6172 180 21 
T TBS-307 5839 210 21 TBS-367 7703 210 24 
8 TBS-308 6191 240 24 | TBS-368 8061 240 28 
Galvanized Base 
Length 30" WIDE Price Wt. си. ғ. 36” WIDE Price Wt. Си. Еі. 
Lu TBG-304 $2919 120 12 TBG-364 53846 120 14 RSS 2 5 
5 | TBG-305 3123 150 | 15 | TBG-365 4136 150 | 18 For Special Sizes & Configurations Of 
6 | TBG-306 3751 180 | з | TBG-366 4956 180 | 2 Vest p ey S 
са TBG-307 4788 2 = TBG-367 6338 Sus = For Additional Accessories & Modifications 
8 TBG-308 5144 240 24 TBG-368 6696 240 28 


See Page 61 - 68 for Details 
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x | 
Coved Risers & | 
Allow For Easy Cleaning! | @ Woo d Top Tables 


CovepD Тор w/ 4” SPLASH CovepD Тор w/ 4” SPLASH 
& ADJUSTABLE UNDERSHELF < 3-Тікк DRAWERS 


BST-306L Shown 
Stainless Steel Base Stainless Steel Base 
30” си. | 36” Wt. Cu. 30” Cu. | 36” Wt. Cu. 
L WIDE Price Wt. Ft. | WIDE Price (Ibs.) Ft. L WIDE Price Wt. Ft. | WIDE Price (Ibs.) Ft. 
4 | BS-304 $4018 160 15 | BS-364 55228 190 17 4 | BST-304LorR $6405 365 46 | BST-364LorR $8444 390 54 
5’ | BS-305 4323 185 18 | BS-365 5628 220 21 5° | BST-305LorR 6821 400 56 | BST-365LorR 8864 430 66 
6’ | BS-306 4946 225 21 | В5-366 6536 265 25 6’ | BST-306LorR 7352 440 67 | BST-366LorR 9560 475 78 
7: | BS-307 6181 240 25 | BS-367 8056 290 29 7: | BST-307LorR 7802 465 77 | BST-367LorR 10828 505 91 
8’ | BS-308 6536 275 28 | В5-368 8411 350 33 8’ | BST-308LorR 8158 500 87 | BST-368LorR 11210 560 103 
Galvanized Base Galvanized Base 

30” Cu. | 36” Wt. Cu. 30” Cu. | 36” Wt. Cu. 

L WIDE Price Wt. Ft. | WIDE Price (lbs. Ft. L WIDE Price Wt. Ft. | WIDE Price (lbs. Еі. 
4 |BG-304 $3091 160 15 | BG-364 $4018 190 17 4 | BGT-304LorR $5551 365 46 | BGT-364LorR $7260 390 54 
5 | BG-305 3343 185 18 | BG-365 4343 220 21 5’ | BGT-305LorR 5757 400 56 | BGT-365LorR 7491 430 66 
6 | BG-306 4015 225 21 | BG-366 5226 265 25 6’ | BGT-306LorR 6431 440 67 | BGT-366LorR 8273 475 78 
7T | BG-307 5136 240 25 | BG-367 6684 290 29 7: | BGT-307LorR 7535 465 77 | BGT-367LorR 9570 505 91 
8’ | BG-308 5493 275 28 | BG-368 7043 350 зз 8’ | BGT-308LorR 7893 500 87 | BGT-368LorR 10022 560 103 


COUNTERIOPSO .. 


with Optional Side Splash 
* 16 Gauge Туре 304 S/S * Stud Welded Hat Channel & Sink Bowl 
* #4 Satin Finish * Sound Deadening 
* No-Drip "Mirror Hi-Lite Polish" Edge 


Approx. Approx. Approx. Approx. Approx. Approx. 
Size Flat Top Price Wt. Cu.Ft. | 5" Backsplash Price — Wt. Cu. Ft. | 10” Backsplash Price Wt. Cu. Ft. 


25"x36" | VCTC-243 1716 39 Ibs. 5 VCTF-243 1927 39 Ibs. 5 VKCT-243 2144 39 Ibs. 5 
25” х60” | VCTC-245 2085 58 lbs. 8 VCTF-245 2303 58 Ibs. 8 VKCT-245 2563 58 Ibs. 8 
25” x 84° | VCTC-247 2802 85 Ibs. 11 ҮСТЕ-247 2999 85 Ibs. 11 VKCT-247 3333 85 Ibs. 11 


25” х 120” | УСТС-2410 4113 201 Ibs. 26 ҮСТЕ-2410 4381 20116. 26 VKCT-2410 4865 201165. 26 


30”x 36” | VCTC-303 1845 45 lbs. 6 VCTF-303 2025 45 165. 6 VKCT-303 2251 45 165. 6 
30"x60" | VCTC-305 2275 69 Ibs. 9 VCTF-305 2493 69 Ibs. 9 VKCT-305 2770 69 Ibs. 9 
30"x84" | VCTC-307 2954 95 Ibs. 13 VCTF-307 3142 95 Ibs. 13 VKCT-307 3493 95 Ibs. 13 


30” х 120” | VCTC-3010 4590  235!bs. 32 ҮСТЕ-3010 4694 235105. 32 VKCT-3010 5226 235165. 32 


For Residential Finish & Packaging, Add K-350 $503 See Pages 61 - 68 For Additional Accessories 5 
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Poly Тор Bakers Tables 
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TA-41 
TA-63 
TA-82 
SHD-2020 


Cu. Ft. 


FLAT Top 
Tubular Base 
Length 24” WIDE Price 30” WIDE Price Wt. 
Ф Т5РТ-244 52188 Т5РТ-304 52369 77 Ibs. 
5 TSPT-245 2396 TSPT-305 2563 89 Ibs. 
6 Т5РТ-246 3199 Т5РТ-306 3389 117 Ibs. 
үр TSPT-247 3565 TSPT-307 3900 130 Ibs. 
8 TSPT-248 3930 TSPT-308 4076 141 165. 
9 TSPT-249 4154 TSPT-309 4381 180 Ibs. 
10 Т5РТ-2410 4492 Т5РТ-3010 4612 201 Ibs. 
With Undershelf 
Length 24” WIDE Price 30” WIDE Price Wt. 
4 SPT-244 $2344 SPT-304 $2506 89 Ibs. 
5 5РТ-245 2549 5РТ-305 2717 102 Ibs. 
6’ SPT-246 3325 SPT-306 3562 125 Ibs. 
T SPT-247 3716 SPT-307 4039 141 Ibs. 
8 SPT-248 4070 SPT-308 4387 168 Ibs. 
9 SPT-249 4308 SPT-309 4535 196 Ibs. 
10’ SPT-2410 4644 SPT-3010 4767 230 Ibs. 
99 
6” BACKSPLASH 
Tubular Base 
Length 24” WIDE Price 30” WIDE Price Wt. 
ғ Т5Р5-244 52195 Т5Р5-304 52344 87 lbs. 
5 Т5Р5-245 2420 Т5Р5-305 2585 101 Ibs. 
6: Т5Р5-246 3226 Т5Р5-306 3449 131 Ibs. 
T TSPS-247 3699 TSPS-307 4007 145 Ibs. 
” Т5Р5-248 4034 Т5Р5-308 4335 160 Ibs. 
9 TSPS-249 4263 TSPS-309 4550 210 Ibs. 
10 TSPS-2410 4527 TSPS-3010 4655 235 Ibs. 
With Undershelf 
Length 24" WIDE Price 30" WIDE Price Wt. 
4 SPS-244 $2493 SPS-304 $2657 99 Ibs. 
5 5Р5-245 2834 5Р5-305 2895 113 Ibs. 
e SPS-246 3672 SPS-306 3748 143 Ibs. 
T SPS-247 4167 SPS-307 4309 167 Ibs. 
8 SPS-248 4508 SPS-308 4586 175 Ibs. 
9 SPS-249 4578 SPS-309 4852 225 Ibs. 
10’ SPS-2410 4833 SPS-3010 4963 242 Ibs. 
KNIFE RACKS 
Replacement Poly-Vance 5/8” Cutting Board $131 /sq. ft. TA-84A Rolled Rim Type 
Removable Shelving (In Addition To Standard Shelf) 552 /table TA-84B Poly Table Type 
Scrap Chute 350 ea. TA-84C Square Edge Type 
Enclosed Drawers - See Page 66 For Details 1541 ea. 


TA-84C Shown 


$512 
512 
512 


Foodservice 


17 Years in a Row! 


TA-56 
5” NSF Partition 


TA-523 
Drop-In Urn Trough 


CDR-5 
Condiment Holder 


Smart Table Modifications 


Тор MODIFICATIONS 


TA-84 
Pass-Thru 


TA-108 
Grommet For Cords 


CDR-5 Condiment Holder (Accommodates 5 Bins) $1150 TA-93 | Brackets (Includes 2. For 5” & 10 1/2” splash 111 /table 
Notch Backsplash For Roll Up Door w/ only) 
TA-1 208 " | 
Pass-Thru Can Opener Provision for Openers with Bolt-on 
TA-96A Bass ORNA Ve $309 ea. 
TA-3 Stainless Steel Hat Channel & Gusset Upgrade 79 /lin. ft. ase (Customer to provide location) 
TA-7 10" Partial Splash 111 /lin.ft. Can Opener Surface Mount Provision with 4” S/S 
TA-96B Tube for Openers w/o Base 774 
TA-8 Column Notch in Rear Splash (Includes Splash) 1015 ea. (Customer to provide location) ga: 
TA-10 5” Partial Splash 94 /lin.ft. Can Opener Spacer Plate Provision for Use on 
TA-12 Countertop Edge 934 /table TA-96C Tables With Countertop Edge & Can Opener Base 479 еа 
TA-22 Square Edge Table N/C (Customer to provide location) = 
TA-1 i N 
ТА-28 Cut-Out For Cold Well. Incudes Louvered Doors 2158 /cut out CORBET Nose aS ees Onan í ue 
TA-101 1 in. ft. 
TA-29 16 Ga. 304 Rear Splash Capping Strip with 92 ent Rear Tray Look 39.1 
Adhesive Backing edo TA-106 Mirror HI-LITE Edge 581 [table 
TA-30 1-1/2 Side Splash 130 ea. TA-107 E 2. on Tables (Includes 531 
TA-30A 1-1/2” Turn Up For Table Tops 59 /lin.ft. acksplash wi eturn) 
TA-31 5 Side Splash 242 ea. TA-108 2” Hole with Grommet for Appliance Cord 191 ea. 
TA-32 10” Side Splash 474 ea. TA-112 Hubble Outlet 825 ea. 
TA-34 Тор Cut-Out for Drop-In Style Units 355 /cutout ТА-113 Notch Top for Buyout Unit ШЕР c 
TA-34A Тор Cut-Out for Undermount Well 596 /cut out TA-366A Heavy Duty Understructure Top 466 /table 
TA-35 Splash Cut-Out 257 /cutout Install Advance Tabco Drop-In Hand Sinks or Hot 
TA-41 Gm 131 f TA-502 Food Unit In Work Table Top (Hot Food Unit Re- 
PR. а Sold /sq.ft. quires TA-34 Top Cut-Out & TA-27 Control Panel. 773 ea. 
TA-56 — 5'NSF Partition 650 Does not include wiring. Consult factory) 
TA-56A 18" NSF Partition 936 -PS-42/7-PS- 
TA-503 Install AOVANGE TABGA 7-PS-42/7-PS-43 613 ea. 
Prepare Welded Field Joint Hand Sinks for Countertops (Includes Cut-Out) 
TA-57 ҰМ 359 еа. 
(Welded іп field by others) TA-521  Drop-In urn Trough 1’ 216 ea. 
TA-57A  Bolted Field Joint (Bolted in field by others) 759 ea. TA-522 Drop-In urn Trough 2 430 ea. 
TA-57B Hairline Bolted Field Joint 1016 ea. TA-523 Drop-In urn Trough 3’ 647 ea. 
TA-58  Stepdown to 24” Working Height 1603 ea. TA-524  Drop-In urn Trough 4’ 864 ea. 
TA-64 Urn Trough (Factory installation only) 218 /lin.ft. TA-525 Drop-In urn Trough 5 892 ea. 
TA-75  Mitered Edge 1040 ea. TA-526 Drop-In urn Trough 6’ 944 ea. 
TA-76 Paint on Sound Deadening 746 /table ТА-527 Drop-In um Trough 7 1000 ea. 
TA-79 Flour Trough (Factory installation only) 274 /lin. ft. TA-528 _ Drop-In ит Trough 8 1029 ea. 
TA-82 Scrap Chute (6” dia. opening) 350 Шаа ы ug o деа: 
TA-84 Simple Pass-Thru 921 /lin.ft. TA-550 Install Customer Supplied Buyout Items Callfor Price 
z (Does not include wiring. Consult factory) 
TA-87 Enclosed Rear Splash 130 /lin.ft. à à 
— Installation of Customer Supplied Hot Food Wells. 
TA-91 Poly Retaining Clips Includes TA-22 644 /table TA-551 (Requires TA-34 Top Cut-Out & TA-27 Control 1152 ea. 
(S/S top table) Panel. Does not include wiring. Consult factory) 
Email in your specifications to smartfab@advancetabco.com 61 


Call For Installation of Buyout Equipment! 


Smart Table Modifications 


TA-39 TA-73 TA-74 TA-46 TA-116 
Louvered Hinged Doors Drop-Down Tray Slide Solid Tray Slide Door Lock Adj. Mid-Shelf 
TA-4 Removable Access Panel $260 Ліп. ft. TA-46 Door Lock $451 ea. 
ТА-4А Louvered Panel 704 /lin. ft. TA-48 12"x12" Cut-Out in Back Panel/Undershelf 337 
TA-5 Curb Mounting Provision 294 ea. for Plumbing 
TA-15 Provision for Built In Drawer Warmer 564 ea. TA-54 Removable Kick Plate 216 /lin. ft. 
інді ТА-55 Remove Back Panel (on Enclosed Base) N/C 
TA-23 1205 Welded to Underhself or Cross-Rails, 561 /table i 
Shipped Set Up & Crated. TA-63 Removable Shelving 
Table Legs Welded To Leg Gussets & Undershelf (In addition to standard shelf & table width) 552 /table. 
TA-23A or Cross-Bracing, Shipped Set Up & Crated. 741 /table TA-70 8/5 Tubular Tray Divider (12" sections) 1029 ea. 
TA-24 Shell Crating 414 /table Tubular Tray Slide w/Dropdown 
TA-27 Control Panel (Must add TA-34A) 407 /lin. ft. ТА-73 1. m Эше Available; Factory 374 /lin. ft. 
installation only 
TA-36-HINGED Hinged 30" Stainless Steel Door 647 /door 5 
ТА-74 Solid Tray Slide 514 /lin. ft. 
TA-36-SLIDING Sliding 30" Stainless Steel Door 647 /door i 
TA-92 12” Apron (in front of sink) 237 /lin. ft. 
TA-36B 1/2 Height Stainless Steel Hinge Doors 657 set/2 
| | ТА-92А 17” Stainless Steel Apron to Cover Sink Bowls 
TA-36C Hinged door with Trash Flap 906 /ea. and Support Lever Drain Handles 355 /lin. ft. 
D СОШ ЕИ БӘЗ SEES 934 fin. ft. Adjustable Enclosed Base Cabinet Mid Shelf- 
TA-39 24° Louvered Hinged Doors 934 /door Add to Price of Enclosed Base Table with Fixed 
Remove Undershelf in Cabinet Base Mid Shelf (M) on Page 50 or 51. Shelves Over 
TA-116 1174 ea. 
TA-40 For Slide in Buyout N/C 36” In Length Require Multiple Sections With 
TA-42-24 Interior Partition (2.5°x24") 315 ea Center Partition. For Partial Shelves Add To 
Price Of Shelf On Page 68. 
TA-42-30 Interior Partition (2.5"x30") 315 ea. mS m 
| - "m е utlery Dispenser Holder ; 
TA-42-36 Interior Partition (2.5’x36”) 315 ea. TA-130 (Undercounter Mounted) 316 /lin. ft. 
TA-43 Filler Panel (3°x30" with Flanged Feet) 637 еа. TA-135 Plate Shelf (Undercounter Mounted) 377 /lin. ft. 
K.D. Aluminum Pan Rack Slides à à 
TA-44 | | , ТА-205 Connect Cafeteria Items (Per Joint Between 2 752 /set 
(6 slides. Table min. Igth. 30 ) 944 Tables. Requires Casters) / 
К.Р. Aluminum Glass Rack Slides 
TA-45 
(8 slides. Table min. Igth. 3 feet) 862 


ELECTRICAL & DATA Ровт OUTLETS 


TA-62D TA-62F 
TA-62 TA-62A TA-112 
GFI Dupl ӨН Empty Hubbi 
Duplex Ü . Doghouse Junction e i : 
Outlet iine Outlet Box ЧИЯ 
ТА-62А "i Duplex Outlet & Cover Plate in a VKS or KSS $551 ea. TA-62E Upgrade Outlet to a NEMA 6-20R or Equiv. $422 ea. 
(1^ Deep) Splash. NEMA 5-20R TA-62F Junction Box (empty) Below Table Top. Includes 1 20 2 
ТА-62С GFI Duplex Outlet & Cover Plate Below Shelf Top. 600 ea Gang Size, Stainless Steel Face Plate Ë 
NEMA 5-20R ТА-112 Hubble Outlet 774 ea. 
GFI Duplex Outlet & Cover Plate in а Doghouse. CAT-6 Data Р ion Provi | 
ТА-62 7 еа. ata Port Connection Provided (unless 
ЕИБ) ERRAR 637 еа ТА-622 570 еа. 


otherwise specified. Cable Not Included) 


" Email in your specifications to smartfab@advancetabco.com 


Smart Table Modifications 
OVERSHELF & Por Rack MODIFICATIONS 


| ИЕШЕ 
b 


TA-9A TA-22A TA-71 TA-100A TA-102 
1”Turn Up Square Edge Heat Lamp Mounting Provision Bull Nose 24” x 24” Extension 

TA-9A Partial 1” Turn-Up for all Table Mt. Shelves $62 /lin. ft. ТА-84А Knife Rack for Rolled Rim Tables $512 ea. 
TA-22A Square Edge on Overshelf 144 TA-84B Knife Rack for Poly Top Tables 512 ea. 
TA-26-10 Welded Wall Shelf Brackets for 10” Wide Shelf 358 /shelf TA-84C Knife Rack for Square Edge Tables 512 ea. 
TA-26-12 Welded Wall Shelf Brackets for 12” Wide Shelf 358 /shelf TA-86 Stainless Steel Pot Hooks 34 ea. 
TA-26-15 Welded Wall Shelf Brackets for 15" Wide Shelf 358 /shelf TA-89 Double Sided Plated Pot Hooks (Package of 4) 91 /pack 
TA-26-18 Welded Wall Shelf Brackets for 18" Wide Shelf 358 /shelf TA-89A Single Sided Plated Pot Hooks (Package of 4) 84 /pack 
TA-47 Shelf Mounting Bracket for Existing Table 131 /shelf TA-98 X Stainless Steel Flat Bar in lieu of Chain 414 ea. 
TA-49 Маі Shelf 2" Offset 253 /shelf TA-99 16 Ga. S/S 304 Upgrade for Wall & Over Shelves 35 /lin. ft. 
TA-60 Special Sizing Charge for Shelves (Must Order N/C TA-100A Bull Nose All Sides of Shelf 144 

Larger Unit to be Cut Down to Smaller Size) TA-100R Bull Nose Three Sides of Shelf w/ Rear Turn Up 165 

Heat Lamp Mounting Provision 24” x 24” Extension for Microwave or Computer 
— (Heat Lamp Installed By Others) a ИЕ Shelf (Add to OTS and ODS Shelves. d 68) 59354: 
TA-71A ed Ee уш. ш Bracket 448 ea. ma 24” Wide РТ Shelf (36” Min Length. Mid mt only. aink 
ТА-78 Additional Lin. Ft. Past 12’ For Table Mt. Shelf (For 253 /lin. ft. See Pg. 73. Add to 18" Wide Shelf) 

005, OTS, TS, 05 & WS Shelving only) Additional Length Over 12" (Add to 18" Shelf. 
TA-77 Check Minder Shelf Provision (Factory install only) 81 /lin.ft. ТА-104 (РА & CU Shelving Only. Max. Length is 14’ as 383 /lin. ft. 
TA-83 Spice Bins 329 ea. Single Piece) 

UNDERSHELF MODIFICATIONS 
TA-9 1-1/2” Turn-Up for Undershelves $59 /lin.ft. TA-94 Upgrade 16 Ga. 304 S/S Undershelf $75 /lin. ft. 
TA-17 Upgrade Undershelf to a Marine Edge (Must 644 ез. TA-94A Upgrade 14 Ga. 304 S/S Undershelf 95 Ліп. ft. 
add TA-23) TA-366 Reinforced Understructure For Undershelves 466 /table 


TA-48 12"x12" Cut-Out in Back Panel/Undershelf for Plumbing 337 


SizE MODIFICATIONS 


TA-33 Special Working Height $141 TA-61A Special Modification Charge $355 
Special Working Height For Enclosed Base TA-65 Enclosed Base Units Over 12' (Open Base Table) 697 /lin.ft. 
TA-33C Tables Up To 39" (For Heights Over 39", " TA-66 Enclosed Base Units Over 12 (Sliding Door Units) 1015 Ліп. Ё. 
Contact tacion. ээ £a; TA-67 Enclosed Base Units Over 12 (Hinged Door Units) 1076 /lin. ft. 
TA-59 36” Wide Equipment Stand 407 ea. я 
, TA-105 Modify Enclosed Base Table w/ Drawers to 
TA-6 Extra Length for Standard Tables Over 12 | 24" Width 428 /table 
(Tables Over 14’ Require Field Joint TA-57) 537 /lin.ft. š 
— TA-110 Modify Enclosed Base Table w/ Drawers to 
TOL К e 36" Width 80 /lin. ft. 
(Larger Unit Cut Down to Smaller Size) N/C 
LEG MODIFICATIONS 
TA-16 Galvanized Leg w/ Plastic Bullet Foot (34 1/2” Total Length) $85 ea. TA-20-6 Stainless Steel Legs w/ S/S Bullet Feet (34 1/2" Total Length) $590 set/6 
TA-16-4 Galvanized Legs w/ Plastic Bullet Feet (34 1/2” Total Length) 341 set/4 TA-21 Stainless Steel Bullet Foot 39 ea. 
TA-16-6 Galvanized Legs w/ Plastic Bullet Feet (34 1/2"Total Length) 510 set/6 TA-68 Relocate rear cross rail to center (for chairs/stools on both 154 ea 
TA-19 Flanged Stainless Steel Bullet Foot (34 1/2" Total Length) 81 ea. sides of table. For Open Base Tables Only) 
TA-19L Flanged S/S Bullet Foot For Enclosed Base Table 111 ea. TA-72 Leg to Wall Brace (Set per table) 435 /table 
TA-20 Stainless Steel Leg w/ S/S Bullet Foot (34 1/2” Total Length) 99 ea. TA-95 Upgrade 16 Ga. 304 S/S Legs Only 185 /table 


TA-20-4 Stainless Steel Legs w/ S/S Bullet Feet (34 1/2” Total Length) 392 set/4 
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Smart Table Accessories 


Faucets Included Meet 
Federal Lead Free Standards 


4” Side Splashes 

* K-52 Lead Free Compliant 
Deck Mounted Faucet 

* Undermount Towel Dispenser 

* 3-1/2” Basket Drain 


4” Side Splashes 

* Deck Mounted Lead Free 
Compliant Gooseneck Spout 

* Undermount Towel Dispenser 

* Knee Operated Valve 

* 3-1/2” Basket Drain 


7-PS-42 $3908 
Bowl Size: 10” x 14” x 5” 
Overall Size: 18-1/4" x 17-5/8" 
30 lbs. 2cu.ft 20 gauge 


7-PS-42A $3908 
Bowl Size: 9" x 9" x 5" 

Overall Size: 17-5/8" x 13" 
3005. 2си. # 20 gauge 


7-PS-43 $4524 
Bowl Size: 10" x 14" x 5" 
Overall Size: 18-1/4" x 17-5/8" 
36 105. 2cu.ft 20 gauge 


Drop-IN HAND SINKS & WATER STATIONS 


For Factory Installation Add TA-502 $703 


For Custom Cut-Out Add TA-34 $323 


е 8 


DI-1-5SP $2159 DI-1-10SP $2319 
6” Tapered Side Splash 6” Tapered Side Splash 
Splash on Rear and Both Sides Splash on Rear and Both Sides 
10” x 14” x 5” Bowl 10” x 14” x 10” Bowl 

Overall: 13” x 19” Overall: 13” x 19” 

Cut-out: 12 1/4” x 18 1/4” Cut-out: 12 1/4” x 18 1/4” 

16 Ibs. 2 cu. ft. 20 gauge 18 Ibs. 2 cu. ft. 20 gauge 


Water Stations with Ice Bins 


Includes K-54 8-1/4" Filler Faucet With "Push-Back" Acrylic Lever Arm (Excludes D-24-SIBL) 


IMPROVED! @@ ш 
Stronger Acuator U 


| Л 
Ice Bin Inside Dim.: 


8" x 13 1/2" x 10 13/16” 


IMPROVED! 
Stronger Acuator 


ісе Bin Inside Dim.: 


Ice Capacity: 23 Ibs. 


D-24-WSIBL $1969 


Removable Grate Covers Drip Pan 

13” Deep Insulated Ice Bin w/ S/S Steel Cover 
1” IPS Drain 

Outside Dim. 21” x 18” 

Cut-Out Size: 20 5/8” x 15 1/4” 

30 lbs. 5cu.Ft. 


D-24-WSIBL2 $2355 


Removable Grate Covers Drip Pan 

13” Deep Insulated Ice Bin w/ S/S Steel Cover 
1” IPS Drain 

Outside Dim.: 18” x 21” 

Cut-Out Size: 15 1/4” x 20 5/8” 

47 lbs. 5cu. Ft. 


Upgrade to a 12” Filler Faucet 


Use K-540MIT, Deduct -$420 and Add K-54A $845 
(K-54OMIT MUST be ordered with K-54A to receive upgrade) 


@ COUNTERTOP INSTALLED HAND SINKS 


- | 


7-PS-43 Shown in Table 


For Factory Installation Add TA-503 $613 
Can Be Purchased Separately For In-Field Installation 


IMPROVED! 


Stronger Acuator 


DI-1-9 651466” 
Removable Electro-Polished 
Stainless Steel Grill 

1 1/2” IPS Basket Drain 
Overall: 12” x 14” 

Cut-Out Size: 11 1/4” x 13 1/4” 
15 105. Зси. Ft. 


Includes Sliding 
Stainless Steel Cover 


13 1/2” x 18 3/4” x 10 13/16” Y 
Ice Capacity: 50 Ibs. 


D-24-SIBL $2104 


K-51 Deck Mounted Faucet 
Insulated Ice Bin w/ S/S Cover 
1" IPS Drain In Ice Bin 
Outside Dim.: 21" x 18" 
Cut-Out Size: 20 5/8" x 15 1/4" 
Factory Installed Only 

20 Gauge Galvanized Steel 
30 105. 5cu.Ft. 


Hand Sink Size: 
9 1/2” x 11 1/2” x 6” 


Ice Bin Inside Dim.: 
8” x 13 1/2” x 10 13/16” 


Ice Capacity: 23 Ibs. 
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WELDED SINKS INTO TABLE ТОР 


Includes Lead Free Compliant Faucet & K-6 Basket Drain(s) 


Flat Top, 1”, 1-1/2” & 5 Backsplash Include Deck Mount Faucet 
* Single Sink Bowl provided with K-50 Swing Spout Faucet 
• Double Sink Bowls provided with K-53 Swing Spout Faucet 


10” Backsplash Include Splash Mount Faucet 
* Single & Double Sink Bowls provided with K-1 Swing Spout Faucet 
Splash Mount Faucet Available On 5” Backsplash - Add TA-11Z $62/lin. ft. 


Flat Top 10” Backsplash 
w/ K-50 w К-1 

Deck Mount Splash Mount 

Faucet Shown Faucet Shown 


FLAT TOP, 1” or 1-1/2” REAR SPLASH 


Integral Sinks 


5” REAR SPLASH with 1” RETURN 


4" oc. = = 


= Single Bow! 
А В Model# Price | Model# Price 
10° х 14”"x5” | TA-11Q $1595 | TA-11Q-2' $2914 
10”x 14”x 10” | ТА-11Ғ 1717 | ТА-11Е-2* 3285 
14 х 16"x 12” | TA-11J 1807 | TA-11J-2 3380 
iex20x8' | TA-11A** 1795 | TA-11A-2** 3340 
16” x 20”x 12” | TA-11B** 2005 | TA-11B-2** 3686 
16” x 20”x 14” | TA-11V** 2333 | TA-11V-2** 3957 
16° x 24”x 14” | TA-11K** 2341 TA-11K-2** 3966 
18” x 18" x 14” | ТА-11М 2046 | TA-11N-2 3692 
18"x24"x 14" | TA-11L 2071 TA-11L-2 3722 
20° х20°х8” | TA-11C* 1895 |TA-11C-2* 3665 
20” x20" x 12” | TA-11D* 2157 | TA-11D-2* 3879 
20” x 20”x 14” | TA-11W* 2259 | TA-11W-2* 4144 
20” x 24”x 14” | ТА-11Р 2198 | TA-11P-2 3949 
20” x 28” x 12” | TA-11G* 2522 | TA-11G-2* 4563 
20” x 30”x 14” | ТА-115% 2399 | TA-11S-2* 4469 
24” x 24 x 14° | TA-11E* 2518 | TA-11E-2* 4248 
24” x 30 x 14” | TA-11T* 2467 | TA-11T-2* 4703 
24" x 36" x 14” | TA-11R* 2549 | TA-11R-2* 4774 

* Only Installed In Tables 30” Wide or Wider 

** Bowls Are Turned with 16" Front to Back on 24" Wide Tables 

t K-50 Swing Spout Faucet (Double Bowl) 

10” REAR SPLASH with 2” RETURN 
=m: млн | 5 
! 


TA-92 $237 
Add 12" Apron 
In Front Of Sink 


K-2B Poly-Vance Sink Cutting Board for 14" x 16" Bowls $413 ea. K-54A 
K-2C Poly-Vance Sink Cutting Board for 16" x 20" Bowls 413 ea. К-55 
K-2D Poly-Vance Sink Cutting Board for 18” x 24” Bowls 413 ea. K-60 
K-2E Poly-Vance Sink Cutting Board for 20” x 20” Bowls 413 ea. K-62 
K-2F Poly-Vance Sink Cutting Board for 24” x 24” Bowls 413 ea. K-105 
K-2J Poly-Vance Sink Cutting Board for 18" x 18" Bowls 413 ea. K-112 
K-4 Lever Drain Bracket 178 K-316-LU 
K-5 Lever Drain 388 K-350 
K-12 Deck Mounted Soap Dispenser 211 K-452 
K-15 Lever Drain With Overflow 688 K-453 
K-50 8” Deck Mounted 4” О.С. Swing Spout Faucet 377 K-460 
К-50ОМІТ Omit Swing Spout -24 K-461 
K-52 3 1/2” Spout Deck Mounted 4” О.С. Gooseneck Faucet 325 K-470 
K-520MIT Omit Swing Spout Gooseneck Faucet -24 K-472 
K-53 12” Deck Mounted 4” О.С. Swing Spout Faucet 626 DTA-100 
K-54 8-1/4” Water Filler Faucet 744 DTA-125 


12” Water Filler Faucet 
8 1/2” Spout 4” О.С. Deck Mounted Gooseneck Faucet 
4” О.С. Splash Mounted Gooseneck Faucet 

X.H.D. 4” О.С. Deck Mounted Gooseneck Faucet 

14” Splash Mounted 8” О.С. Faucet 
Extra Heavy Duty 12” Splash Mounted Faucets 


Wrist Handles For Splash Mounted Faucets 


Residential Finish & Packaging 
6” x 9” Control Bracket 
14” x 16” Control Bracket 


Installation Of Disposal Cone w/ 6” x 9” Control Bracket 
Installation Of Collar w/ 6” x 9” Control Bracket 


14” Deep Bowls 


Faucet Hole Revision 


Prerinse Basket for 20” x 20” Bowls 


Prerinse Basket for 16” x 20” Bowls 


(Return Only) 


TA-11Z $62/lin. ft. 


Modify 5" Splash To Have 2" Return 
For Splash Mounted Faucet 


1115 
1115 


242 
176 


905 
790 


A WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 
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Integral Drawer Slides 


PATENT 
PENDING 


Shown With 
3 Tier Drawer Set Up 


© 


SHD-2015 20”х15”х5 $1443 - 
Overall Dim. 24 5/8” x 17 1/2” 


SHD-1520 15” x 20” x 5” $1443 “ 
Overall Dim. 17 1/2” x 24 5/8” 


SHD-2020 20” x 20” x 5” $1541 
Overall Dim. 24 5/8” x 22 11/16” 


Insert Size 


SHD Series Modifications & Accessories 


TA-2 Concealed Side Panel For 20" x 15" Drawer ........... $55 ea 
(Add Additional Cost to TA-SHD-1, 2, or 3 Price) 

TA-13 Padlockable Drawer Lock 380 

TA-14SHD Drawer Lock For SHD Drawers.. 218 


TA-97SHD Poly Board Storage Brackets For SHD Drawers ..... 441 
TA-A1SHD 5/8” Thick Poly Cutting Board For SHD Drawers..... 213 ea. 


DELUXE SERIES DRAWERS 


• Stainless Steel Front 
Ball Bearing Slides 
* Removable Insert 


All All Stainless Steel 
Stainless Steel with Keyed Lock 


Insert Size Model # Price | Model # Price 
OIX SS-2015 $791 |SS-2015-DL $978 
15 x 20” x 5” SS-1520 791 |SS-1520-DL 978 
20 x 20” x 5” 55-2020 856 |SS-2020-DL 1045 


CONCEALED HAND SINK DRAWER 


Take Back Your Countertop Space! 


* Easily Installs into Existing Advance Tabco * "Safety Stop" Tab 
Work Tables/Countertops or Integrates into Cus- • K-50 Swing Spout Faucet 
tom Fabrication 


e 10" x 14" x 5" Deep Sink Bowl 
* Pre-Drilled Holes In Flanges For Easy Mounting 
* Integral Drawer Slides For Smooth Operation 7-PS-47 $381 3 


70 Ibs. 7 cu. ft. 18 gauge 
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- ШЕ Ship Via UPS 


* 1-1/2" Sink Drain with Strainer Plate 
° Overall Size: 22 5/8" W x 19 7/8" Lx 19 1/4" Н" e Drainage Pan with 1-1/2" Drain & Strainer Plate 
(Drain Pipe & Fittings Included.) 


REVOLUTIONARY NEW 
SHD SERIES DRAWER 


WITH INTEGRAL DRAWER SLIDES 


* Stainless Steel Front & Sides 

* Self Closing Drawer with Noise Control 
* Drawer "Safety Stop" Tab 

* Removable Stainless Steel Insert 


Drawers Stack With Ease 
To Create Tier Drawers! 
Easily Installs In Field 


* Units Can Be Stacked to Create 
Multiple Tier Drawers 

* Hardware Included 

* NSF Approved 


Features a 
"Safety Stop" Tab 


Optional Concealed Side Panels For 20520" Drawers 
(1 Needed For Each Side) 


1 Drawer: 2 Drawers: 3 Drawers: 
TA-SHD-1 TA-SHD-2 $282 TA-SHD-3 
$224 each side $339 


TA-97SHD $441 
Poly Board Storage Bracket 
(Installs In Field. Hardware Included) 


Rear View of Multiple Stacked 
Drawers. Seams Exposed 


Deluxe and Budget Drawer Accessories 


Padlockable Drawer Lock 
(Does not include lock. Fits padlocks up to 3/8" Dia. lock shaft) 


D npe——Á—— а $380 
Keyed Drawer Lock for SS Series Drawers 

ju ————M———Á 196 
Drawer Adapter/Non Catalog Tables 

(specify table width) 


Replacement Drawer Slides (For Discontinued Models FS & FG Series) 


TA-SL-15 E————— ене. 202 
Replacement Drawer Slides (SS Series) 
TPS LO eT EE 218 


Drawer 
Safety Stop Tab 


© 


All Units on this Page Feature 
SHD Series Drawers! 
Integral Drawer Slides 


MOBILE DRAWER CABINETS 


* Stainless Steel Top Features Countertop Edge 
* 5" Swivel Plate Casters (2 with Brakes) 
* Available with Three or Four Tier Drawers 


Overall Size # Of Drawer 
Model # LxWxH Drawers Size Price 
MDC-2020 25 1/4” x 25 3/4” x 29 1/2” 3 20” x 20"x5” $5947 
MDC-4-2020 25 1/4” x 25 3/4” x 29 1/2" 4 20” x 20” x 5” 7242 
MDC-2015 25 1/4” x 21 3/4” x 29 1/2” 3 20” x 15" x 5” 5753 
MDC-4-2015  251/^x213/4"'x29 1/2" 4 20" x 15” x 5” 7019 


FACTORY INSTALLED "SHD SERIES” TIER DRAWERS 


New 4 Tier Unit Offers More Storage, 
Same Height as 3 Tier Units! 


3 or 4 Tiers Available 


Factory Installation Only TA-38 
— 13, 
16 
E SE А 
# Of i 
Model # Tiers Inset Size Price 4. 
ТА-38 ЗТіме 20 х20:х5: 95433 FN 
TA-384 4 Tiers 20” x 20” x 5" 6567 
P S/S Legs W/ 
" Y] Adj. S/S 
TA-38 SHOWN | NS a. N Bullet Feet 
For Tier Drawers on 24" Tables, 6" 1 
Add ТА-380 $213 (Drawers will be 20” x 15” x 5”) 4 
S/S Filler Panel 
ADT-3-2020 SERIES SHOWN AD D-A-TiER DRAWE RS 
(Table Not Included) Fits Under 24", 30" and 36" Wide 


Open Base Work Tables! 


@ Features: 


* Units Come Fully Assembled! 
* Includes 2 or 3 SHD-2020 Series Drawers Stacked with 
2 TA-SHD Series Concealed Side Panels (See Photos). 
* Hangs From Underside of Open Base Table with Included Hardware. 


(See Page 60 for SHD Series Drawer Details) 


Includes 2 Concealed Side Panels 


r ^J Overall Size — &Of Drawer 
Model ғ LxWxH Drawers Size Price 
WADT-2-2020 °23'x 23” x 14” 2 20"x20x5' $3621 
ADT-3-2020 2%х2%х21” 3 20” x 20” x 5” 5254 
ADT-3-2015 23'x18"x21" 3 20'x15'x5' 4965 


2 Drawer Concealed Panel 3 Drawer Concealed Panel Rear View of Stacked Drawers 
Model ADT-2-2020 Shown Model ADT-3-2020 Shown Drawer Seams Exposed 67 


Casters 


I All casters Ship Via UPS 


Work TABLE CASTERS 


Standard Casters 
Legs Cut To Maintains Standard 35-1/2” Working Height 
200 Ibs. Load Capacity Per Caster 
When Used w/ Stainless Steel Legs 
TA-25S-4 $594/set of 4 (Two with Brakes) 
TA-25S-6 $897/set of 6 (Two with Brakes) 


When Used w/ Galvanized Legs 
TA-25G-4 $594/set of 4 (Two with Brakes) 
TA-25G-6 $897/set of 6 (Two with Brakes) 


Single Replacement Casters 
Available With Or Without Brake (Legs Not Included) 
200 Ibs. Load Capacity Per Caster 


TA-25R $114ea. TA-25RB $140ea. 
(No Brake) (With Brake) 


= 
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EQUIPMENT STAND CASTERS 


Standard Casters 


5” Urethane Wheels. 
Maintains the Standard 24” Working Height 


ча 200 Ibs. Load Capacity Per Caster 


Casters 


w/ Stainless Steel Legs 
TA-25ES  $594/set of 4 (Two with Brakes) 


w/ Galvanized Legs 
TA-25EG  $594/set of 4 (Two with Brakes) 


Optional Equipment Stand Caster Upgrade: 


TA-255B $387 For brakes оп all wheels (Equipment Casters) - Add price 
TA-255, TA-256, TA-25ES, TA-25EG 


Мір-ӛНЕІЕ & UNDERSHELVES 


Stainless Steel 


HEAVY DUTY 


5” Urethane Wheels 
400 Ibs. Load Capacity Per Caster 


TA-255 $791 Super Heavy Duty 


TA-256 $1047 Super Heavy Duty 


© 


Casters For Special Height Tables (TA-33) 
and Open Base Tables (T Series) 


TA-25 $594/set of 4 
(Two with Brakes) 
TA-25A $897/set of 6 


(Two with Brakes) 


200 Ibs. Load Capacity Per Caster 


Optional Standard Caster Upgrades: 
TA-25B $284/set For brakes on all wheels (Standard Casters) - Add price 
to the following models: TA-25, TA-25A, TA-25S-4, 
TA-25S-6, TA-25G-4, TA-25G-6 
Upgrade Standard Caster with Heavy Duty Urethane 
Wheels (Per Caster) 


ТА-25С $50/Per Caster 


Enclosed Base Table Casters 
Easy Bolt-On Style 


TA-255P $934 Set of 4 (Two with Brakes) 
TA-255AP $1360 Set of 6 (Two with Brakes) 
300 Ibs. Load Capacity Per Caster 


Set of 4 (Two with Brakes) 


Set of 6 (Two with Brakes) 


For brakes on all wheels (Enclosed Base Casters) - 
Add price to models: TA-255P or TA-255AP 


TA-255PB $448 


to any of the following models: 


Shelf Capacity 
20 Ibs./sq. ft. 


Galvanized 


24” Wide Price | 30” Wide Price | 36” Wide Price | 24” Wide Price | 30” Wide Price | 36” Wide Price 

2 US-24-24 $473 | US-30-24 $535 NOT AVAILABLE UG-24-24 $270 | UG-30-24 $319 NOT AVAILABLE 
30” US-24-30 535 | US-30-30 590 | US-36-30 $677 | UG-24-30 319 | UG-30-30 327 | UG-36-30 $334 
3 US-24-36 557 | US-30-36 677 | US-36-36 814 | UG-24-36 339 | UG-30-36 334 | UG-36-36 343 
4 US-24-48 628 | US-30-48 763 | US-36-48 869 | UG-24-48 347 | UG-30-48 356 | UG-36-48 359 
5 05-24-60 727 | 05-30-60 827 | 05-36-60 979 | 96-24-60 356 | UG-30-60 370 | UG-36-60 388 
6 05-24-72 820 | 05-30-72 941 | 05-36-72 1154 | UG-24-72 359 | UG-30-72 388 | UG-36-72 397 
7: US-24-84 932 | US-30-84 1010 | US-36-84 1221 | UG-24-84 370 | UG-30-84 397 | UG-36-84 413 
8 US-24-96 1010 | US-30-96 1151 | US-36-96 1329 | UG-24-96 388 | UG-30-96 404 | UG-36-96 448 
9” US-24-108 1051 | US-30-108 1318 | US-36-108 1585 | UG-24-108 404 | UG-30-108 463 | UG-36-108 481 
10: 05-24-120 1107 | US-30-120 1373 | US-36-120 1641 | UG-24-120 438 | UG-30-120 494 | UG-36-120 510 
11’ US-24-132 1376 | US-30-132 1621 | US-36-132 1810 | UG-24-132 486 | UG-30-132 532 | UG-36-132 550 
12’ US-24-144 1417 | US-30-144 1674 | US-36-144 1910 | UG-24-144 546 | UG-30-144 593 | UG-36-144 608 

TA-94  $75lin.ft. TA-9 $59 lin. ft. 


16 ga. S/S 304 Series Upgrade for any shelf 
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1-1/2" Turn-Up for Undershelves 


Sleek Shields™ Балы Р | 


Murrr-Usr Еоор SHIELDS © 


Protected By: U.S. Patent No. 11,129,484 


Quickly Converts From Cafeteria Style To Self-Serve Style 


With Stainless Steel Shelf 


18” Standard Shelf Height (Top of Table to Top of Shelf). 24” Wide Shelving Also Available o Beam fan: gess юре 


* Entire glass front rotates for easy cleaning 


* Stainless Steel 1" diameter Posts. 

* Includes Two 18" Wide Glass Side Panels 

* 1/4" Thick Heat-Tempered Glass Side Panels 
• 3/8" Thick Heat-Tempered Glass Fronts 

* Stainless Steel Top Shelf (DSG "S" Series) 

• 3/8" Glass Тор Shelf (DSG "G" Series) 


DSG-12S-48 Glass Positioned For Self-Serve Style 
"Requires a Single Pair of Center Legs (Factory Print Included) 


"Requires Two Pair of Center Legs (Factory Print Included) 


Approx. Approx. Approx. | Approx. 
12" WIDE Price Wt. 15" WIDE Price Wt. 18" WIDE Price Wt. Cubes 
056-125-36 $6403 131 Ibs. | 056-15-36 $7180 133 Ibs. | 056-185-36 $7487 136165. 14 
056-125-48 6624 1661ѕ. | 056-155-48 7341 169 Ibs. | 056-185-48 7648 17316. 18 
056-125-60 7535 191 lbs. | 056-155-60 7888 196 Ibs. | 056-185-60 8194 199165. 22 
056-125-72 7833 23716ѕ. | 056-155-72 8287 24516ѕ. | 056-185-72 8787 250165. 26 


DSG-125-84' 8105 276 Ibs. | 056-155-84* 8663 279 Ibs. | DSG-18S-84* 8972 286165. 30 
056-125-96! 8804 312 Ibs. | 056-155-96! 9263 314 Ibs. | 056-185-96! 9568 323 Ibs. 34 Bottom Glass Flips All The Way Up 
DSG-12S-108' 9057 346 Ibs. | DSG-15S-108' 9754 353 Ibs. | DSG-185-108' 10061 359 Ibs. | зв To Become A Self-Serve Unit 

056-125-120 9321 382 Ibs. | 056-155-120 10052 389155. | DSG-18S-120' 10339 — 397 Ibs. 42 
DSG-12S-132' 9552 420 Ibs. | DSG-15S-132' 10277 428 Ibs. | 056-185-132! 10585 437 Ibs. 46 
DSG-12S-144** 9998 455 Ibs. | D$G-15S-144" 10474 465 Ibs. | DSG-185-144" 10782 473 Ibs. 50 


With 3/8" Glass Top 


18” Standard Shelf Height (Top of Table to Top of Glass Shelf) 


Bottom Glass Can be Used As a Shelf 


DSG-12G-12-72 Glass Positioned For Self-Serve Style 


Easy To Use Mechanism 


Approx. Approx. Approx. | Approx. For Changing Front Glass Positions 
12” WIDE Price Wt. 15” WIDE Price Wt. 18” WIDE Price Wt. Cubes 


056-126-36 $7635 139 Ibs. | DSG-15G-36 $8472 143 Ibs. | 056-186-36 59086 147 Ibs. | 18 
DSG-12G-48 7853 179 lbs. | DSG-15G-48 8631 182 Ibs. | DSG-18G-48 9248 187lbs. | 23 
DSG-12G-60 8764 228 Ibs. | DSG-15G-60 9178 235 Ibs. | 056-186-60 9778 242 Ibs. 29 
DSG-12G-72 9066 279155. | DSG-15G-72 9580 266 Ibs. | DSG-18G-72 10197 275 Ibs. | 34 
056-126-841 9342 298 Ibs. | 056-156-84* 9955 305 Ibs. | 056-186-84* 10568 316 lbs. | 39 
DSG-12G-96' 10033 330 Ibs. | DSG-15G-96* 10552 346 Ibs. | DSG-18G-96* 11169 357 Ibs. 44 
DSG-12G-108' 10287 373 Ibs. | DSG-15G-108' 11045 383 Ibs. | DSG-18G-108' 11660 397 Ibs. | 49 
DSG-12G-120' 10551 412 Ibs. | DSG-15G-120' 11322 12241ь<. | DSG-18G-120' 11938 439 Ibs. 55 
DSG-12G-132' 10782 453 Ibs. | DSG-15G-132' 11570 467 Ibs. | DSG-18G-132' 12185 483 lbs. | 60 
DSG-12G-144* 11228 495 Ibs. | 056-156-1447 11765 — 511 Ibs. | 056-186-144 12416 528 bs. 65 


Entire Glass Shield Rotates 
For Easy Cleaning 
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Adjustable Food Shields 


Sleek Shields™ 


Protected By: Patent No. US 9,010,883 B2 


With Stainless Steel Shelf 


18" Standard Shelf Height (Top of Table to Top of Shelf) - 24" Wide Shelving Also Available 


SELF SERVE STYLE 


Approx. 
Wt. 


12” WIDE Price 
NSG-12-36 $4270 
NSG-12-48 4390 
NSG-12-60* 5356 
NSG-12-72* 5542 
NSG-12-84* 5812 
NSG-12-96' 6508 
М56-12-108%: 6763 
М56-12-120% 7025 
М56-12-132% 7257 
NSG-12-144" 770 


12” WIDE Price 
NDSG-12-36 $6743 
NDSG-12-48 7032 
NDSG-12-60* 7944 
NDSG-12-72* 8245 
NDSG-12-84' 8521 
NDSG-12-96' 9216 
NDSG-12-108"* 9468 
NDSG-12-120'* 9733 
М056-12-132%% 9963 
NDSG-12-144!! 10090 


120 Ibs. 
152 Ibs. 
191 Ibs. 
221 Ibs. 
254 Ibs. 
288 Ibs. 
314 Ibs. 
363 Ibs. 
398 Ibs. 


422 Ibs. 


‘Requires a Single Pair of Center Legs (Factory Print Included) 
Requires Two Pair of Center Legs (Factory Print Included) 
*3/8” Thick Heat-Tempered Glass Required For Front Glass 


Exclusive Features Of NSG/NDSG/NSGC Sleek Shields: 

* Front glass locks in place at 15° intervals 

* Stainless Steel 1" diameter Posts 

* Includes Two 1/4"Heat-Tempered Side Glass 

41/4" or 3/8" Thick Heat-Tempered Glass Front Panels 
(See Chart For "*" Symbol) 

* Shelves have two rolled edged on front & rear and square 
edges on left & right sides 


1" Tubular Post | 


1 3/4” Maximum 
Thickness , 
Countertop \ 


3/8" Hole 
Required 
In Table Top 


Concealed Fastener , 


Includes Standard Concealed Mounting Hardware 
(Access To Underside Of Counter Required) 


Sleek Shields™ w/ Stainless Steel or 
Glass Shelf Can Be Added To All 
Hot/Cold Food Tables On Pages 123-131 
See Sleek Shield Models For Food Tables 
On Page 138 


10-1/2” Standard Glass Opening (Maximum 13”) 
From Table To Bottom Of Glass. 


12” WIDE Price 
NSGC-12-36 $4763 
NSGC-12-48 4985 
NSGC-12-60* 5894 
NSGC-12-72* 6193 
NSGC-12-84* 6467 
NSGC-12-96' 7164 
NSGC12-108'* 7418 
NSGC-12-120'* 7680 
NSGC-12-132'* 7913 
NSGC 12-144! 8357 
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125 Ibs. 
160 Ibs. 
185 Ibs. 
231 Ibs. 
270 165. 
306 Ibs. 
340 Ibs. 
376 Ibs. 
414 Ibs. 
450 Ibs. 


Approx. Approx. | Approx. 
15” WIDE Price Wt. | 18" WIDE Price Wt. | Cubes 
NSG-15-36 $4662 122 Ibs.| NSG-18-36 $5788 124 \bs.| 18 
NSG-15-48 4862 155 1рв.| NSG-18-48 5803 1591рв.|| 23 
NSG-15-60* 5408 194 Ibs.| NSG-18-60* 6392 198!bs.| 29 
М56-15-72% 5808 228 Ibs.| NSG-18-72* 6794 230 lbs.) 34 
М56-15-84! 6182 260 Ibs.| №6-18-84* 7167 265 lbs. 39 
М56-15-96! 6779 293 Ibs.| М56-18-96! 7763 299 lbs.) 44 
NSG-15-108'* 7269 321 16ѕ.| М56-18-108% 8253 327 Ibs.) 49 
М56-15-120%: 7548 370 Ibs.| М56-18-120% 8532 376165.| 55 
М56-15-132% 7797 406 Ibs.) М56-18-132% 8782 41310ѕ.] 60 
NSG-15-144" 7996 4301ь5.| NSG-18-144" 8980 4391bs.| 65 
Арргох. Approx. | Approx. 
15” WIDE Price Wt. | 18" WIDE Price Wt. Cubes 
NDSG-15-36 $7040 160 Ibs. | NDSG-18-36 $8026 166!bs.| 26 
NDSG-15-48 7238 199 Ibs. | NDSG-18-48 8220 206lbs. | 34 
NDSG-15-60* 7785 250 Ibs. | NDSG-18-60* 8771 258lbs. | 41 
NDSG-15-72* 8185 290 Ibs. | NDSG-18-72* 9174 30816. | 49 
1056-15-841 8560 330 Ibs. | М056-18-84! 9544 344165. | 56 
М056-15-96! 9158 365 Ibs. | NDSG-18-96' 10144 3761!bs.| 64 
NDSG-15-108'* 9648 405 Ibs. | NDSG-18-108'* 10628 41115.| 71 
NDSG-15-120** 9929 445 Ibs. | М056-18-120%% 10912 4571ь6.| 79 
NDSG-15-132** 10174 496 Ibs. | М056-18-132% 11161 503 0ѕ. | 86 
NDSG-15-144" 10372 546 Ibs. | М056-18-14417 11490 54616. | 94 
Approx. Approx. 
15” WIDE Price Wt. | 18" WIDE Price М. 
NSGC-15-36 $5541 128 Ibs. | NSGC-18-36 $5848 130 Ibs. 
NSGC-15-48 5701 163 Ibs. | NSGC-18-48 6008 167 lbs. 
NSGC-15-60* 6249 190 Ibs. | NSGC-18-60* 6556 193 Ibs. 
NSGC-15-72* 6650 239 Ibs. | NSGC-18-72* 7147 244 Ibs. 
NSGC-15-84* 7022 274 Ibs. | NSGC-18-84* 7332 281 165. 
NSGC-15-96* 7624 зов Ibs. | М56С-18-96! 7927 317 Ibs. 
NSGC-15-108'* 8113 347 ibs. | NSGC-18-108'* 8419 353 Ibs. 
NSGC-15-120'* 8412 383 Ibs. | NSGC-18-120'* 8698 391 Ibs. 
NSGC-15-132** 8638 422 Ibs. | М56(-18-132% 8946 4311bs.| 60 
М56С-15-1441 8835 5741ь5. | М56С-18-1447 9143 467lbs. | 65 


1-1/2” Standard Glass Opening (Maximum 1-1/2”) 
From Table To Bottom Of Glass. 


CUSTOM UNITS & SIZES AVAILABLE ON ALL FOOD SHIELDS 
Food Shield Prices May Change Due To Customer Specifications & Design 


Sleek Shields™ 


Protected By: Patent No. US 9,010,883 B2 Adj ustable F ood Shields 


Exclusive Features Of GSG/GSGC/NSGD Sleek Shields: 
* Front glass locks in place at 15° intervals 


Wit h G la SS To ‘Requires a Single Pair of Center Legs (Factory Print Included) ° Stainless Steel 1" diameter Posts 
p © Requires Two Pair of Center Legs (Factory Print Included) e Includes Two 1/4"Heat-Tempered Side Glass 


3/8” Thick Heat-T d Glass T: #919” Thi ; 
ick heat- I empere ass lop 3/8” Thick Heat-Tempered Glass Required For Front Glass « 1/4" or 3/8" Thick Heat-Tempered Glass Front Panels 
(See Chart For "*" Symbol) 
SELF SERVE STYLE * Glass Top Features 3/8" Heat-Tempered Glass Top 
Approx. Approx. Approx. |Approx. 


12" WIDE Price Wt. 15" WIDE Price Wt. 18" WIDE Price Wt. Cubes 
656-12-36 $4798 127 Ibs. | 656-15-36 $5480 146 Ibs. | 656-18-36 $6097 133\bs.| 18 
656-12-48 5004 162 Ibs. | 656-15-48 5680 187155. | 656-18-48 6295 17316. | 23 
GSG-12-60* 5930 202 Ibs. | GSG-15-60* 6226 234 Ibs. | GSG-18-60* 6842 216 lbs. | 29 
656-12-72! 6113 238 Ibs. | 656-15-72! 6629 27416ѕ. | 656-18-72! 7242 253105. | 34 
656-12-84! 6387 274 Ibs. | 656-15-84! 7004 316 Ibs. | 656-18-84! 7619 292165. 39 
656-12-96! 7085 309 Ibs. | 656-15-96! 7559 35715. | 656-18-96! 8216 330165. | 44 
656-12-108% 7333 338 Ibs. | GSG-15-108'* 800 392 Ibs. | GSG-18-108'* 8685 362165. | 49 
GSG-12-120'* 7598 391 Ibs. | 656-15-120% 8369 — 4511bs. | GSG-18-120'* 8983 417 Ibs. | 55 10-1/2" Standard Glass Opening (Maximum 13") 
656-12-132% 7831 4271ь5. | GSG-15-132'* 8644 495 Ibs. | GSG-18-132'* 9233  457!bs.| 60 From Table To Bottom Of Glass. 
GSG-12-144" 8276 455 Ibs. | GSG-15-144 8815 529 Ibs. | 656-18-1441 9431 489 Ibs. | 65 Max Load For Top Glass Is 100. 158: Емел Wt: 


CAFETERIA STYLE 


Approx. Approx. Approx. | Approx. 
12" WIDE Price М. 15" WIDE Price Wi. 18" WIDE Price Wt. Cubes 


GSGC-12-36 $5338 133 Ibs. | GSGC-15-36 $6178 137 Ibs. | GSGC-18-36 $6793 14116. | 18 
GSGC-12-48 5555 173 lbs. | GSGC-15-48 6336 176 Ibs. | GSGC-18-48 6952 182105. | 23 
GSGC-12-60* 6467 222 Ibs. | GSGC-15-60* 6883 229 Ibs. | GSGC-18-60* 7482 236 lbs. | 29 
GSGC-12-72' 6772 274 Ibs. | GSGC-15-72' 7285 260 Ibs. | 656(-18-72! 7902 26916ѕ. | 34 
656-12-84! 7046 292 Ibs. | GSGC-15-84" 7659 300 Ibs. | GSGC-18-84" 8273 311 Ibs. | 39 
654-12-96! 7740 3301ь<. | 654-15-96! 8256 340 Ibs. | 656С-18-96* 8873 35116. | 44 
GSGC-12-108'* 7994 367 Ibs. | GSGC-15-108'* 8748 377 Ibs. | GSGC-18-108'* 9362 391 Ibs. | 49 
GSGC-12-120'* 8253 406 Ibs. | G$GC-15-120'* 9027 419 Ibs. | GSGC-18-120'* 9642 434 Ibs. | 55 1-1/2” Standard Glass Opening (Maximum 1-1/2”) 
656С-12-132% 8487 447 Ibs. | GSGC-15-132"* 9274 461 ibs. | GSGC-18-132"* 9888 477 Ibs. | 60 - ULL En Ee. T 
GSGC-12-144" 8932 489 Ibs. | GSGC-15-144" 9470 505 16ѕ. | GSGC-18-144 10121 52210. | 65 


SELF SERVE STYLE - DOUBLE SIDED 


w/ Stainless Steel Shelf 
Approx. 


w/ Glass Top 


Approx. 
Wt. 


Approx. 
Cubes 


Price 


NSGD-40-36 $7827 339 Ibs. | GSGD-40-36 $8001 368 Ibs. 32 

NSGD-40-48 8037 391 Ibs. | GSGD-40-48 8213 437 lbs. 42 

NSGD-40-60* 8962 451 Ibs. | GSGD-40-60* 9137 509 Ibs. 51 

NSGD-40-72* 9143 518 lbs. | 6560-40-72! 9319 592 Ibs. 61 

NSGD-40-84' 9417 604 Ibs. | 6560-40-84! 9593 660 Ibs. 70 

NSGD-40-96* 10113 667 Ibs. | 6560-40-96! 10289 729 Ibs. 79 

NSGD-40-108'* 10365 7251bs. | 6560-40-108 10937 798 Ibs. 89 аныз ен 

NSGD-40-120'* 1006 твгь. | GSGD-40-120 11331 868 Ibs. 98 1012 Standard Glass opening (Майтшп 13°) 
From Table To Bottom Of Glass. 

NSGD-40-132"* 10860 840 Ibs. | GSGD-40-132'* 11561 932 Ibs. 107 Max. Load For Тор Glass Is 100 Lbs. Even Dist. Wt. 

NSGD-40-144 11308 909 Ibs. | GSGD-40-144** 11817 1001 Ibs. 117 


Sleek Shields™ w/ Stainless Steel or Glass Shelf Can Be Added To Hot/Cold Food Tables 
With 2, 3 or 4 Wells, Listed On Pages 127 - 135 
See Sleek Shield Models For Food Tables On Page 138 
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Adjustable & Fixed Front Food Shields 


Sleek Shields" SELF SERVE Foop SHIELD 


14 3/4” Standard Front Glass 
Glass Clearance is 10” From Table to Bottom of Glass 


A Dual Front Glass 


Approx. Approx. Approx. Approx. 

Model # Price Wt. Cubes | Model # Price Wt. Cubes 
FEATURING 

GS-36 $5337 136 20 | GS-84 $6933 280 40 е o 
GS-48 5509 171 26 | GS-96 8190 317 44 
GS-60 5678 266 31 | GS-120 8577 358 48 ROTATION SYSTEM 
GS-66 5904 238 34 | GS-132 9018 396 52 Protected By: Patent No. US 
GS-72 6713 243 37 | 65-144 9275 434 56 9,010,883 В2 


Ғіхер Front GLASs Тор Foop SHIELDS 


Includes Front & Side Glass • 15" Wide Glass Top Also Available 


For Accessories & Modifications 
Available - See Page 73 


* 3/8" Thick Heat-Tempered Glass Front 
e 2 - 21 7/8" Wide x 22" High, 

1/4" Thick Heat-Tempered Side Glass 
* 1" Stainless Steel Tubing Posts 


* 3/8" Thick Heat-Tempered Top Glass 
* 1/4" Thick Heat-Tempered Front Glass* 


* 1" Stainless Steel Round Tubing 
* Includes Standard Concealed Mounting Hardware 


° Two 1/4" Thick Heat-Tempered Glass Side Panels (Access To Underside Of Counter Required) 


STFS-12-36 Series shown STFC-12-36 Series shown 


Self-Serve Style Cafeteria Style 
8" Standard Front Glass Height 18" Standard Front Glass Height 
12" WIDE Price Wt. 18" WIDE Price Wt. 12" WIDE Price Wt. 18" WIDE Price Wt. Cubes 
STFS-12-36 $3331 127 Ibs. |STFS-18-36 $4630 133 Ibs. | STFC-12-36 $3871 133 lbs. |STFC-18-36 $5326 141 Ibs. | 18 
48" |STFS-12-48 3539 1621р5. |STFS-18-48 4829  173lbs. | STFC-12-48 4089 17316ѕ. |STFC-18-48 5486 182 lbs. 23 
60" |STFS-12-60* 4464 202lbs. |STFS-18-60* 5376 216 lbs. | STFC-12-60* 5001 222 Ibs. |STFC-18-60* 6016 236 lbs. 29 
72" |5ТЕ5-12-72% 4646 238165. |STFS-18-72* 5777 253lbs. | STFC-12-72* 5305 274165. |STFC-18-72* 6435 269 lbs. 34 
84" |5ТЕ5-12-841 4920 274 Ibs. |5ТҒ5-18-841 6151 292 Ibs. | STFC-12-84+ 5579 292 Ibs. |5ТЕС-18-841 6807 311lbs. | 39 
96" |STFS-12-96t 5619 309 lbs. |STFS-18-96t 6749 330 Ibs. | STFC-12-96t 6272 330 Ibs. |STFC-18-96t 7405 351165. | 44 
108" |STFS-12-108*t 5866 338 lbs. |STFS-18-108*t 7218 362 Ibs. | STFC-12-108*t 6526 367 Ibs. |STFC-18-108*t 7896 391 lbs. 49 
120" |STFS-12-120*t 6131 391 lbs. |STFS-18-120*t 7516 417 Ibs. |STFC-12-120*t 6787 406 lbs. |5ТҒС-18-1204 8175 434 lbs. 55 
132" |STFS-12-132*t 6365 427 Ibs. STFS-18-132*t 7768 457 Ibs. |STFC-12-132*t 7019 447 Ibs. |STFC-18-132*t 8421 177165. | 60 
144" |5ТҒ5-12-14414 6809 455 lbs. |STFS-18-144tt 7965 489lbs. | STFC-12-144tt 7465 489lbs. |STFC-18-144tt 8655 5221|рв. | 65 


*3/8" Thick Heat-Tempered Glass Required For Front T Requires a single pair of center legs TT Requires two pair of center legs 


* 1/4" Thick Heat-Tempered Front Glass 
* 1/4" Thick Side Glass 


* Includes Standard Concealed Mounting Hardware 
(Access To Underside Of Counter Required) 


45? ANGLED FIXED FRONT 


* 1" Stainless Steel Tubing w 


Foop SHIELDS 


ith End Caps 


Self-Serve Style Cafeteria Style 
w/ Angled Top & Side Glass w/ Angled Top, Front & Side Glass 
Approx. Approx. Approx. Approx. 
Model # Price Wt. Cubes Model # Price Wt. Cubes 
AFS-36 $4727 130 lbs. 6 AFC-36 $5594 14316. 6 
АҒ5-48 5380 164 Ibs. 8 AFC-48 6235 178 Ibs. 8 
AFS-60* 5903 207 Ibs. 10 Shown With Black Powder Coating AFC-60* 6402 235 Ibs. 10 
FIXED FRONT VERTICAL FOOD SHIELDS 
Model # 
* 24" Standard Front Glass height 
* 1/4” Thick Heat-Tempered Glass ваш so 
e Two 18" Wide Glass Side Panels SGCC-48 
1” Stainless Steel Tubing with End Caps SGCC-60* 
(1 5/8" Tubing Also Available) SGCC-72 
* Includes Standard Concealed Mounting Hardware SGCC-84 
(Access To Underside Of Counter Required) SGCC-96 
SGCC-108* 
* NSF Requires 60” Minimum Height Above Finished Floor SGCC-120* 
* NSF Requires 6” Maximum Height From Top of Table 
t SGCC-132 
о Bottom of Glass 
SGCC-144 


Custom Food Shield Sizes Available 
Call Our Smart Fabrication™ Department At 
800-645-3166 


For Enclosed Base Table Options See Pages 50-51 
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Approx. Approx. 

Price Wt. Cubes 
$6368 139 lbs. 9 
7033 194 Ibs. 11 
7927 219 Ibs. 13 
10038 240 Ibs. 15 
9955 271 1р5. ІТ 
10474 311 Ibs. 19 
11320 357 165. 22 
12404 412 Ibs. 25 
13186 451 Ibs. 26 
14130 518 Ibs. 27 


“3/8” Thick Heat-Tempered Glass Required For Front 


Sleek Shields™ 


Protected By: Patent No. US 9,010,883 B2 


Modifications & Accessories 


SLEEK SHIELDS™ ACCESSORIES & MODIFICATIONS 


LED Display Lighting © (Шын 


Factory Installed 


* Aluminum Rail with Shatter-Proof Optics 
* Standard Natural Aluminum Finish. 
Available in White or Black 

Includes Class 2 Low Voltage Power 
Supply-120V-277V 

* High Impact Resistant Mounting Clips 


FACTORY INSTALLED ONLY 
Includes Installation Charge 


S/S Shelf Mounted Glass Top Mounted 


Heat Lamp Mounting Provisions 
Customers To Supply Heat Lamp 


АІ Food Shields With Glass Tops Require 
Eactory Installation Only 


FACTORY ÍNSTALLED * Welded Tubular Stainless Steel Posts 


Model & Price | Model £ Shelves Require 6" Clearance TA-717 $279 Ліп. ft. : 2 - Wiring 
On Both Sid 
LED-S-12 LED-G-12 To Fit i a ша 0. 2. * Print Required For Proper Installation 
2 | LED-S-24 660 | LED-G-24 944 PRINT REQUIRED FOOD SHIELD. 
3’ | LED-S-36 761 | LED-G-36 1045 FOR PROPER LED LOCATION INSTALLED By OTHERS 
4 | LED-S-48 849 | LED-G-48 1139 (Provision for mounting to Stainless Steel Shelves only) 
5’ | LED-S-60 944 | LED-G-60 1202 TA-71 $228 Өз 
6 | LED-S-72 1076 | LED-G-72 1331 
Revolutionary 
Sleek Shield™ Horizontal Swivel Bracket фл) 
at 
im SG-S $1762 
* Bracket Connects Multiple Sleek Shields™ And <. ! e Per Section 
Swivels Freely for Custom Line Up | 
* Easily Adjusts Іп Field Without Tools | 
* Factory Installed Only | 
#1 
SURFACE CANTILEVER Custom COLORS 
MOUNTING SuPPORT BRACKET о на БӨРЕНЕНІ 
В U Color Anodizing For Sleek Shields™ 
RACKET PGRADE (For Aluminum Components) 
(For 1” Posts) (Omits Front or Rear Support Leg 
SG-1 $1 64 ea. To Equipment in Counter) SG-PC Call For Pricing 
SG-C $609 perle Powder Coating For Sleek Shields™ 
SG-1 регез SG-PC Shown (For Stainless Steel Components) 
REDUCE LENGTH OR WIDTH OF SHELF SPECIAL HEIGHT For Foop SHIELDS 
Start With Next Largest Size Then Add To Model Number Please Specify Height 
TA-60 N/C TA-33F $70 


PORTABLE Ғоор SHIELDS 


* 15" Front Panel 

* 1/4" Thick Thermoplastic Polymer Sneeze Guard 

* 1" Stainless Steel Posts 

* 1-1/2" Wide x 14-1/2" Front to Back Black Support Base 
* Shipped K.D. 


Approx. Approx. 

Length | Model £ Price Wt. Cubes 
24" PFS-24B $2530 11 lbs. 5 
36" PFS-36B 2776 12 Ibs. 6 
48" PFS-48B 3214 15 lbs. 18 
60" PFS-60B 3615 18 Ibs. 8 
T2 PFS-72B 3945 21 Ibs. 9 


= „ © 


OPTIONAL 18” WIDE 
SIDE PANELS 


18” x 20” x 1/4” Acrylic Side Panels 
Factory Installed Only 


PFS-SP $1148 /set of 2 


Approx. 5 Ibs. 


PFS-36B Shown 


with Optional Side Panels 
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Shelves Mount to Underside of Table with 
Single Expansion Bolt to Maximize Space 


Stainless Steel Shelving 
TABLE MOUNTED ALL STAINLESS STEEL SHELVING 


Single Deck 


OK 


K Specify location. Front, Center or Rear. 
1” Tubing кесу 


When shelf rear mounted, 
a 1" turn-up is provided. 


Specify location. Front, Center or Rear. 


* SHELVES 8 DOUBLE DECK SHELVING 
Approx. Approx. OR LONGER Approx. Approx. 
Ft. | 12” WIDE Price 15" WIDE! Price | Wt. Cubes INCLUDE 12" WIDE Price 15" WIDE: Price | wt. Cubes 
OTS-12-36 $1057 ҸӘ OTS-15-36 $1265 | 241bs. 2 CENTER 8005-12-36 52105 WP 005-15-36 $2277 | 241bs. 4 


4 W@POTS-12-48 — 111289 015-158 — 1372 | 251s. з  LEGSUPPORT жҙ0р5-12248 216588 005-15-48 2452 | 2915. 


5 

5' OTS-12-60 1206 w OTS-15-60 1548 | 31 Ibs. WODS-12-60 2308 ҸӰ 005-15-60 2751 | 351lbs. 6 
6: OTS-12-72 1284 89 015-15-72 1712 | 37 Ibs. $9005-12-72 2461 8? 005-15-72 3017 | 40105. 7 
ODS-12-84 2636 | ODS-15-84 3273 | 46105. 8 


7 | OTS-12-84 1372 | OTS-15-84 1791 | 43 lbs. 
ODS-12-96* 3143 | ODS-15-96* 3661 |55105. 10 


8’ | OTS-12-96* 1657 | OTS-15-96* 1929 | 50 Ibs. 
9 | OTS-12-108* 1760 | OTS-15-108* 2297 | 59 bs. ODS-12-108* 3385 | ODS-15-108* 3983 | 60lbs. 11 
ODS-12-120* 3443 | ODS-15-120* 4144 | 66lbs. 12 


10: | OTS-12-120* 1807 OTS-15-120* 2353 | 68 lbs. 
1° | OTS-12-132* 1901 OTS-15-132* 2638 | 82 lbs. ODS-12-132* 3676 | ODS-15-132* 4369 | 721. 13 
12° | OTS-12-144* 1958 OTS-15-144* 2697 | 98 lbs. ODS-12-144* 3733 | ODS-15-144* 4563 | 78lbs. 14 
*8' or longer includes center leg support 

For 1" Rear Turn Up, add "R" after model # (Example: OTS-12-60R) * 115” Wide Shelving has 1-5/8” Tubing 


For 10" Wide Shelving - Use 12” Models & Price. Replace "12" with "10" (Example: ODS-10-36) 


Post Height can 
be customized! 


Use TA-33A $70 


со мч ч O опт т + о 


TABLE MOUNTED FULLY ADJUSTABLE SHELVING WITH 14” ов 30” CHROME POSTS 


DOUBLE DECK SHELVING 


Approx. Approx. Approx. Approx. -— — 
Ft. | 12” WIDE Price Wt. Cubes Ft. | 12” WIDE Price Wt. Cubes А 14” 
Single Deck 
з' @Т5-12-36 $990 | 1зьз. 2 з' @05-12-36 $1953 | 2416. 4 | | High 
4 ҢРТ5-12-48 1051 | 155. 3 4 05-12-48 2012 | 29. 5 Specify location: Front, Center or Rears - T Б Posts 
5  Т5-12-60 1123 | 17Ів. 3 5 @ [05-12-60 2166 | 351lbs. 6 When shelf rear mounted, 
e Ң?Т5-12-72 1200 | 205. 4 e [05-12-72 2319 | 4olbs. 7 ап turricup:is\provided: 
т | TS-12-84 1282 | 23105. 5 т | DS-12-84 2474 | 46105. 8 ° == — 
8 | TS-12-96* 1563 | 28lbs. 5 8 | DS-12-96* 3000 | 55lbs. 10 | 
9” | TS-12-108* 1662 | 3016. 6 9 | DS-12-108* 3253 | 60lbs. 11 
10 | TS-12-120* 1717 | 331lbs. 7 10 | DS-12-120* 3314 | 66lbs. 12 a 
ir | TS-12-132* 1818 | ses. 7 зт | DS-12-132* 3562| тәьз. 13 7 
12 | Т5-12-144% 1878 | 39105. 8 12 | DS-12-144* 3615 | 781. 14 Specify location. Front, Center or Rear. 
*8' or longer includes center leg support When shelf rear mounted, 
a 1" turn-up is provided. 
For 10" Wide Shelving Tapered Split Sleeve Installation Y 
Use 12" Models & Price. & Numbered Posts 


Replace "12" with "10" (Example: DS-10-36) 


For 1” Rear Turn Up, add "R" after model # (Example: TS-12-60R) * For 15" Wide Shelving (w/ 1-5/8” Tubing) Use OTS/ODS Series 


ADJUSTABLE 1 8 i WIDE DOUBLE Qo Length | Model # Price jg po 
OVERSHELF WITH 6” OFFSET з | CDS-18-36 $3714 24 Ibs. 4 
2 CDS-18-48 3786 29 Ibs. 5 
5 CDS-18-60 4261 35 Ibs. 6 
6 CDS-18-72 4353 40 Ibs. 7 
7; CDS-18-84 4446 46 lbs. 8 
8 CDS-18-96 4688 55 Ibs. 10 
9 CDS-18-108 4967 60 Ibs. 11 
| шады 10: | CDS-18-120 5044 бө. 12 
| Cantilevered 11’ CDS-18-132 5247 72 lbs. 13 
| Edge 12 | CDS-18-144 5302 78lbs. 14 
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18” & 24” WIDE Ф 


TABLE MOUNTED SHELVING Specialty Shelving 


For Existing Equipment For | Double Tier Shown 
SMART FABRICATION" CHEF'S LINE 
* Stainless Steel Shelving (1 Tier or 2 Tier Shelves) 


* Stainless Steel Posts (1" Posts Available) Top Mount 
* Mounting Brackets Included 


| For Printer Shelf Provision 
(Factory Installed Only) 
PRT-1 $1223 per shelf 


Customer To Specify Models Of Buyout Equipment. SS SEA м à 
Print Required. Š Са, ^ м. 
Call For a Custom Quote “тр? Л 


Quote Prints Available On Request 
- A Service Only Advance Tabco Offers! 


Call Our Estimating Department At 800-645-3166 End Mount 
or email smartFab@advancetabco.com е 
Single Tier Shelving Double Tier Shelving 
Approx. Approx. Approx. Approx. Approx. 


Ft. Cubes | 18” WIDE Price Wt. 24” WIDE Price Wt. 18” WIDE Price Wt. 24” WIDE Price Wt. 


2 12 CU-18-48 $2158 4210. | CU-24-48 $2668 5510. | CU-18-48-2 $4154 76 lbs. | CU-24-48-2 $4569 114 bbs. 
5 15 CU-18-60 2228 531ь<. | CU-24-60 2858 6116ѕ. | CU-18-60-2 4352  951bs. | CU-24-60-2 4786 131 lbs. 
e 17 CU-18-72 2310 64 lbs. | CU-24-72 2983 то». | CU-18-72-2 4550 115155. | CU-24-72-2 5004 15215. 
T 20 CU-18-84 2617 75 ibs. | CU-24-84 3398 Bts. | CU-18-84-2 4938 135105. | CU-24-84-2 5435 176 lbs. 
8 23 CU-18-96 2820 вэъ». | CU-24-96 3658 98 Ibs. | CU-18-96-2 5122 160155. | CU-24-96-2 5634 207 Ibs. 
9 26 CU-18-108 3042 995 Ibs. | CU-24-108 4037 104 Ibs. | CU-18-108-2 5347 121 Ibs. | CU-24-108-2 5715 239 lbs. 
10 29 CU-18-120 3220 1051. | CU-24-120 4344 1131bs. | CU-18-120-2 5432 1891bs. | CU-24-120-2 5800 283 Ibs. 
AA? 32 CU-18-132 3396 11816. | CU-24-132 4446 1291bs. | CU-18-132-2 5431 212105. | CU-24-132-2 5973 331 lbs. 
12’ 35 CU-18-144 3505 130 lbs. | CU-24-144 4948 146 Ibs. | CU-18-144-2 5679 235 Ibs. | CU-24-144-2 6249 387 lbs. 


Shelving Modifications 


* 7" Wide x 12" High 
U ndermou nt : * Two Adjustable Partitions To Create 
Paper/Accessories Shelf Separate Compartments 
TA-117 $386 /lin.ft. FACTORY INSTALLED ONLY 


Additional Fixed Partitions 
(Specify Location For Factory Installation) TA-117A $151 ea. 


TA-9A Partial 1” Tum-Up for all Table Mt. Shelves ................. $62 /lin.ft. TA-71 Heat Lamp Mounting Provision $228 ea. 
TA-22A Square Edge on Overshelf ........................................... 144 ea. TA-71A Heat Lamp Remote Control Вгаскеі........................ 448 ea. 
TA-26-10 Welded Wall Shelf Brackets for 10" Shell................ 358 /shelf ТА-77 Check Minder Shelf Provision (Factory Install Only) ...... 81 /lin.ft. 
TA-26-12 Welded Wall Shelf Brackets for 12" Shelf................. 358 /shelf тд-85 20 Wide CU Shelf (Add to price of 24” Shelf. For double тев me e 
ег Do 1e: RR 
TA-26-15 Welded Wall Shelf Brackets for 15" Shelf...................... 358 /shelf ) . 
TA-99 16 Ga. S/S 304 Upgrade for Wall & Over Shelves ...... 35 /lin.ft. 
ТА-26-18 Welded Wall Shelf Brackets for 18" Shelf...................... 358 /shelf ң 
FREE ey TA-99A 14 Ga. S/S 304 Upgrade for Wall & Over Shelves ...... 65 /lin.ft. 
B Customize Post Height (Specify Height) ....................... e 
we кіші Іш 131 hele 7A 100A Bull Nose Edge On all 4 Sides of She... 144 ea. 
= Shelf Mounting Bracket for Existing Table .................... shel EE 24" х 24" Extension for Microwave or Computer Shelf 
TA-49 М/а пе 2 Оне 253 /shelf (Add to OTS and ODS Shelves. See page 45) ................... 595 ea. 
TA-60 Special Sizing Charge for Shelves TA-103 24” Wide PT Shelf (36” Min Length. Mid mount only. Я 
(Must Order Larger Unit to be Cut Down to Smaller Size) ...... М/С PT Series Shelf, see pg. 48. Add to 18" Wide Shelf) ........... 177 /lin.ft. 
TA-62C Duplex Electrical Outlet (Under Flat Тор) ......................... 671 ea. Addť'I Length Over 12’ - Add to 18” or 24" Shelf (CU 
DT Shelving Only. Maximum Length is 14' as Single Piece) 383 /lin.ft. 
TA-62D GFI Duplex Outlet in а Doghouse Вох .......................... 713 ea. g ny. g ананы 
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ӛр ecialty Shelving NSF) All Pass-thru Shelving on this Page 


4 = Ship Via UPS 
PAss- THRU SHELVING 


Standard Pass-Thru Shelf Pass-Thru Shelf with 


*”Наї Channel” Design Allows Shelf To Be Freely Positioned Ove rsh e If 
* Includes Wall Mounting Brackets For Securing Shelf To Desired Position 


* 1 CU Series Overshelf welded to 
a PA Series Pass-Thru shelf 

* 1-5/8” Stainless Steel Tubing 

* Shipped as Welded Set-Up 


Pre-Wiring Available! 


Contact our Pass-Thru with 
Smart Fab Department at CU Series Shelf & 
smartfab @advancetabco.com Cantilever Bracket Shown 
Pass-Thru shown with Cantilever Brackets 
# of # of 
18” WIDE Price | 24” WIDE Price | Length Brackets 18" WIDE Price | 24" WIDE Price | Length Brackets 
g PA-18-24 $1444 | PA-24-24 $1625 | ow 2 ww PA-18-48-2 $3966 | PA-24-48-2 $5008 | 48” 2 
ww PA-18-36 1773 | PA-24-36 1784 | se 2 i9 PA-18-60-2 4184 | PA-24-60-2 5376 | во 2 
Щ PA-18-48 1929 | PA-24-48 2409 | 48” 2 PA-18-72-2 4332 | PA-24-72-2 5680 | 72” 2 
РА-18-60 2076 | РА-24-60 2594 | 60” 2 РА-18-84-2 4699 | РА-24-842 6351 | гг” 3 
PA-18-72 2149 | PA-24-72 2779 | 72” 2 PA-18-96-2 4973 | PA-24-96-2 6813 | 96” 3 
PA-18-84 2224 | PA-24-84 3039 | вг 3 PA-18-108-2 5279 | PA-24-108-2 7207 | 108” 3 
PA-18-96 2302 | PA-24-96 3252 | 96 3 PA-18-120-2 5496 | РА-24-120-2 7564 | 120 3 
PA-18-108 2400 | PA-24-108 3268 | 108” 3 PA-18-132-2 5885 | PA-24-132-2 7956 | 132” 4 
PA-18-120 2444 PA-24-120 3312 | 120” 3 PA-18-144-2 6354 | PA-24-144-2 $8710 | 144” 4 
РА-18-132 2668 | PA-24-132 3615 | 132” 4 
РА-18-144 3039 | PA-24-144 3879 | 144” 4 
Pass- THRU MODIFICATION 
Mounting Brackets Included | | к од» 
: : ncludes Side & Top ° Minimum Length = 36 
With Pass-Thru Shelving 
Pass-Thru Frame 
Length Model Price 
36” ТА-84Ғ-36 $1780 
48'  TA-84F-48 1975 
60  TA-84F-60 2176 
*2” x 4” - L Bracket **5” x 5" - Cantilever Bracket TE ТӨ? 2329 
For 18” Wide Shelves For 24" Wide Shelves 84” ТА-84Е-84 2450 
Print Required For Proper Location 
Electrical Util ity Chases Call For Wiring Installation! 


* Conceals Wires 
For Heat Lamps. 


* Conceals Wires 
* Removable Panel For Wire Access. 
* Required Installation Of 


* Wiring Available Upon Request. Buyout Equipment 


Available only for CU Series & 
OTS Series Shelving (Pages 68-69) 


MODEL FEED TYPE PRICE Consult Factory for Wiring 


UCC-1 Ceiling 52353 
UCF-1 Floor 2080 


MODEL PRICE 
PC-1 $924 ea. 


Print required for proper chase location. s 
FLOOR CHASE CEILING CHASE Utility Chase is FACTORY INSTALLATION only. PIPE CHASE 
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Brackets Сап Be Positioned 
To Accommodate Wall Studs 


16 GA. WALL MOUNTED SHELVING 
304 Type Stainless Steel 


Length 
2 
30" 
т 
42" 
г 


11” 
12” 


10" WIDE 
I$ WS-10-24-16 
МЕ WS-10-36-16 
I9 WS-10-48-16 
I$ WS-10-60-16 
МЕ WS-10-72-16 
I9 WS-10-84-16 
WS-10-96-16 
WS-10-108-16 
WS-10-120-16 
WS-10-132-16 
WS-10-144-16 


Price 


$496 


967 
1090 
1077 
1162 


12” WIDE 
О WS-12-24-16 
ЩЫ WS-12-30-16 
ij? WS-12-36-16 
Ø WS-12-42-16 
i? WS-12-48-16 
Ø WS-12-60-16 
ЧӨ WS-12-72-16 
Ø WS-12-84-16 
WS-12-96-16 
WS-12-108-16 
WS-12-120-16 
WS-12-132-16 
WS-12-144-16 


Price 


$512 
585 


936 
1016 
1159 
1219 
1251 


18 СА. WALL MOUNTED SHELVING 
430 Type Stainless Steel 


Length 
2 
30" 


TA-22A 
TA-26-10 
TA-26-12 
TA-26-15 
TA-26-18 
TA-49 


10" WIDE 
ue WS-10-24 
ue WS-10-36 
ЧӘ WS-10-48 
i9 WS-10-60 
ag WS-10-72 
a9 WS-10-84 
WS-10-96 
WS-10-108 
WS-10-120 
WS-10-132 
WS-10-144 


Square Edge Shelf 


Weld Support Brackets To Wall Shelf For 10" Deep Wall Shelves 
Weld Support Brackets To Wall Shelf For 12" Deep Wall Shelves 
Weld Support Brackets To Wall Shelf For 15" Deep Wall Shelves 
Weld Support Brackets To Wall Shelf For 18" Deep Wall Shelves 


2" Wall Shelf Offset 


Price 


$397 


К.Б. WALL SHELVES 


STAINLESS STEEL 


w/ Stainless Steel Brackets 


Model # 

WS-KD-24 
WS-KD-36 
WS-KD-48 
WS-KD-60 


$349 
362 
403 
452 


12” WIDE Price 
gm WS-1 2-24 $409 
ҖӘ WS-12-30 464 
wy WS-12-36 466 
Ø WS-12-42 525 
ig? WS-12-48 527 
Ø WS-12-60 581 
we WS-12-72 620 
Ø WS-12-84 684 

WS-12-96 748 

WS-12-108 814 

WS-12-120 927 

WS-12-132 974 

WS-12-144 999 

$144 ea. 
358 ea. 
358 ea. 
358 ea. 
358 ea. 
253 /shelf 


ALUMINUM 


w/ Aluminum Brackets 


Model # 

AWS-KD-24 
AWS-KD-36 
AWS-KD-48 
AWS-KD-60 


$286 
309 
343 
370 


Wall Mounted Shelving 


* 1 1/2" Rolled Rim With A 1 1/2" Turn-Up At 
Rear Ends Are Turned Down Square 


Approx. Approx. 


Wt. Cubes 
10 Ibs. 3 
11 Ibs. 3 
12 Ibs. 4 
13 Ibs. 5 
14 Ibs. 5 
17 Ibs. 6 
19 Ibs. 1 
22 Ibs. 8 
26 Ibs. 10 
28 lbs. 11 
31 Ibs. 12 
35 Ibs. 13 
38 Ibs. 14 


Approx. Approx. 


15” WIDE Price 18” WIDE Price 
qe WS-15-24-16 5840 |щ® WS-18-24-16 $1166 
W WS-15-36-16 893 |ң? WS-18-36-16 1220 
wy WS-15-48-16 948 ugs WS-18-48-16 1272 
ЕТ WS-15-60-16 1085 |8? WS-18-60-16 1408 
W WS-15-72-16 1230 |8? WS-18-72-16 1547 
ЕС WS-15-84-16 1322 М/5-18-84-16 1623 

М/5-15-96-16 1528 М/5-18-96-16 1690 

М/5-15-108-16 1642 М/5-18-108-16 1826 

М/5-15-120-16 1690 М/5-18-120-16 2031 

М/5-15-132-16 1937 WS-18-132-16 2109 

WS-15-144-16 2060 WS-18-144-16 2187 

15" WIDE Price 18" WIDE Price 
“ М/5-15-24 5474 т М/5-18-24 5860 
ww WS-15-36 535 | WS-18-36 904 
ГЕ М/5-15-48 605 М/5-18-48 1024 
wp WS-15-60 644 |Ø WS-18-60 1062 
we WS-15-72 697 |ң? WS-18-72 1159 
Ø WS-15-84 713 WS-18-84 1266 

WS-15-96 827 WS-18-96 1341 

WS-15-108 1106 WS-18-108 1561 

WS-15-120 1136 WS-18-120 1623 

WS-15-132 1297 WS-18-132 1705 

WS-15-144 1373 WS-18-144 1785 

TA-60 Special Sizing Charge For Shelves 

(Must Order Larger Unit To Be Cut Down To Smaller Size) 
TA-71 Heat Lamp Mounting Provision 
TA-77 Check Minder Provision On Any Shelf 
TA-99A 14 Ga. S/S 304 Upgrade For Wall & Over Shelves 
TA-100A Bullnose Edge On All 4 Sides Of Shelf 


Approx. Approx. 


Wt. Cubes 
10 Ibs. 2m 
12 165. 3 Ø 
14 Ibs. 4 
171lbs. 59 


Width Of Shelf Is 11-1/8" 
Single Shipping Container Can Be 


Shipped U.P.S. 


Wt. Cubes 
10 Ibs. 3 
12 Ibs 4 
12 Ibs 4 
14 Ibs 5 
14 Ibs 5 
17 Ibs 6 
19 Ibs Tá 
22 Ibs. 8 
26 Ibs. 10 
28 Ibs. 11 
31 Ibs. 12 
35 Ibs. 13 
38 Ibs. 14 
N/C 
228 ea. 
81 Ліп. ft. 
65 Ліп. Ё. 
144 еа. 


© 


Custom Sizes are Available. Contact Ош SMART FABRICATION™ Department. 800-645-3166 
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Wall Mounted Shelving 


Slotted Cook Line 
Wall Shelf 


* Heavy Duty 
“ 304 Type Stainless Steel 
“ 21” Wide 

* 1 1/2” Square Tubes 


* 1 1/4" Spacing 
* Tubular Support Brackets 


Stud Location) 


TA-26-21 $480 per shelf 
Optional Factory Welded Shelf Brackets 
(Print Required) 


# of Approx. Approx. 

L Model ғ Price Brackets Wt. Cubes 
48” | 0721-4 $5134 2 ооз 6 
72" | DT21-6 7701 3 105 Ibs. 8 
96” | DT21-8 10266 3 145 105. 10 
120” | 0721-10 12835 4 190 Ibs. 13 
144” | 0721-12 15399 4 210 165. 15 


NOTE: Recommend Field Welding Brackets То 
Underside Of Cook Line Shelf 


with Built-In Pot Rack @ 


Length 12" WIDE Price| 15” WIDE 
y  |@ PS-12-36 $1118 |8 PS-15-36 
4 |Ә Р5-12-48 1178 | @ PS-15-48 
5 |ШР5-12-60 1229 | mm PS-15-60 
e |Ә Р5-12-72 1269 |@ PS-15-72 
т PS-12-84 1332 |  PS-15-84 
g PS-12-96 1398) PS-15-96 
9 Р5-12-108 1465| PS-15-108 
10 PS-12-120 1577 PS-15-120 
17 Р5-12-132 1623 | Р5-15-132 
12 PS-12-144 1650|  PS-15-144 


TA-60 Special Sizing Charge for Wall Shelves 


TA-99 16 ga. 304 Upgrade for Wall and Over Shelves 
TA-99A 14 Ga. S/S 304 Upgrade for Wall & Over Shelves 


Wall Shelf 


w/Multipurpose 
Undershelf 


* 5 1/2" Undershelf 


* Upper & Lower 
Grommet Holes 


Е 2 


Shown with Microwave Units (Not Included) 


© 


Size 


Approx. Approx. 
WxL Model # Price Wt. Cubes 
24” х24” | MS-24-24-PS $2039 58105. 11 
24” х36” | MS-24-36-PS 2384 85 lbs. 16 
24” х48” | MS-24-48-PS 2731 110lbs. 21 


78 


(Shipped Loose То Suit Wall 


© 


Built-In Check Minder 


Floating Ball Mechanism 
Quickly Grabs Checks And 
Holds Them In Place 


Approx. Approx. 


Approx. Approx. 
Cubes 


Wt. Cubes 
15 Ibs. 4 
19 Ibs. 5 
21 Ibs. 6 
25 Ibs. 7 
32 lbs. 10 

# of 
Hooks Wt. 

6 30 Ibs. 
6 40 Ibs. 
9 50 Ibs. 
9 60 Ibs. 
9 70 Ibs. 
9 80 Ibs. 
9 90 Ibs. 
9 100 Ibs. 
9 110 Ibs. 
9 120 Ibs. 


Approx. Approx. 
Wt. Cubes 

27 lbs 5 

32 Ibs 5 

38 Ibs K 

36 Ibs 5 


L 12” WIDE Price 
3’ |  \\$-12-36СМ $551 
4 |Ң? М/5-12-48СМ 609 
5 ||? WS-12-60CM 658 
e W WS-12-72CM 702 
8 WS-12-96CM 831 
Ргісе 18” WIDE Ргісе 
$1349 | ғғ Р5-18-36 $1716 
1417 | @ Р5-18-48 1837 
1456 gë PS-18-60 1876 
1507 | @ PS-18-72 1970 
1528 Р5-18-84 2080 
1639 Р5-18-96 2153 
1916 Р5-18-108 2372 
1948 Р5-18-120 2434 
2109 Р5-18-132 2518 
2187 Р5-18-144 2597 
М/С - Add to next longer shelf 
$35 | lin. ft. 
65/ lin. ft. 
Microwave 
Shelf 
Size 
WxL Model # Price 
18” х 24” 1 MS-18-24 $779 
24” х 24” |Ң? М5-24-24 883 
24” х 36” | MS-24-36 1230 
20” x 30” | Ы? М5-20-30 1139 
TA-108 $191 


2” Hole with Grommet For Appliance Cord. 
(Please Specify Hole Size And Location) 


© 


WALL SHELVES 


Under Mounted 
Multi-Purpose 
Shelf 


e Heavy Duty 

e Mounts below shelving or table top 

e Supplied with mounting holes. 

e 1 stationary divider included 36" lengths & under 
2 stationary dividers included over 36" lengths 


Approx. 


Model # wt. 


TA-117 $386 lin. ft. 


Price 


22 Ibs. per sq. ft. 


TA-117A $151 ea. 
Additional Dividers 


FACTORY INSTALLED ONLY 


FOR CHECK MINDER PROVISION 
On Any Shelf Use 


TA-77 
$81/lin. ft. 3 


8” Wide Utility Shelf 


Approx. 
Wt. 


Approx. 


Model # Price Cubes 


W К-245 $1104 sols. 1 
W K-246 1253 55libs. 2 


Length 


24” 
36” 


Single Shelf 
Approx. 
Length Model # Price Wt. 
з | СМ-18-36 $3770 24 Ibs. 
4 | CM-18-48 4043 29 Ibs. 
5 | CM-18-60 4309 35 165. 
€ |Т CM-18-72 4578 40 Ibs. 
т |Ң? СМ-18-84 4585 46 lbs. 
з IMS CM-18-96 4703 51 Ibs. 
Double Shelves 
Approx. 
Length Model ғ Price wt. 
з |@# DCM-18-36 $4846 55 lbs. 
4 WS DCM-18-48 5655 60 Ibs. 
5 ШӘ DCM-18-60 5924 66 lbs. 
€ | DCM-18-72 6734 72 165. 
7 |" DCM-18-84 6829 78 lbs. 
з | DCM-18-96 7052 84 165. 
Printer Shelf 


* Heavy gauge stainless steel 

* 8x16” Printer Deck 

“10” height 

“1 Data Port Receptacle 

“1 Electrical Receptacle 

* Rear Gem Box with 
Removable Enclosure 

* Turned up front edge to 
hold Printer in place 


Microwave Shelf 
Extension 


24" Front to Back 
1-5/8" Posts 


Use the full length of OTS Shelves 
found on page 74 and then add 


TA-102 $595 extension. 
Specify Right or Left. 


Check Minder Accessory 


* Holds Checks With Ease 


PRT-1 $1223 /shelf eck ot sheit 


ГЕ = Ship Via UPS 


Shelving & Modifications 


Approx. 
Cubes 
99 
: 18” WIDE CEILING 
š MOUNTED SHELVING 
7 
8 SINGLE DOUBLE 
9 * Stainless Steel 
* 1 5/8" Stainless Steel Posts 
Approx. * Shipped KD 
Cubes * Load Capacity is 5 Ibs. per sq. ft. 
5 (Evenly Distributed) 
6 
y CUSTOMER MUST SPECIFY 
8 CEILING HEIGHT 
9 
10 


SHELVING MODIFICATIONS 


FACTORY INSTALLED ONLY 
Check Minder * Extruded Anodized Aluminum 
* Holds checks with ease 
* Floating ball mechanism quickly 
grabs checks & holds them in place 
* Mounts to any shelf 


TA-77 S81 /lin.ft. 
TA-77A $58 |lin.ft. 


Concealer for Heat Lamp. 
(Requires a TA-77) 


* Adhesive Tape Backing 


Shown 
Table Mounted 6" Shelf Offset 
Equipment Shelf * Posts located towards 
rear shelf 
2 * Provides shelf reach 
ЗЕ “ Available for 18" or 
Wider shelving Only 
(CU Series Shelving) 
Approx. Approx. 
L | Model # Price Wt. Cubes 
2 | MST-24-24 $1613 s2lbs. 1 ТА-120 $178 /Perlevel 
з' | MST-24-36 1885 38 Ibs. 2 
Accessories 
rner Guar 
Wall Cap Bumper Guards Corner Guards 
ED 
— m= Q| 0008 204 Stainless Steel 
D - = 20 


* 16 ga., 304 Stainless Steel 16 да., 304 Stainless Steel 


« Floating Вай Mechanism Quickly Grabs * 2" x Wall Thickness x 2" x Height * Bracket Included Model # Size Price 

Checks & Holds Them In Place 8? CG-48 zxzx48 5202 
Model ғ Price Model ғ Size Price 

e Mounts To Existing Wall Or Shelf CG-60 2 X2'x 60" 266 

Abg ij» WALLCAP $79Lin. ft. @@BG-48 2'x4'x48' $298 CG-72 2 x 2” x 72” 296 

Length Model# Price wt. wp ВС-60 2x4” x60” 403 LE CG-84 2"x 2" x 84" 349 

2 | СМ-24 677 156. MUSTISPECIEY: ы Ø cG-96 2"x2"x96" 382 

з WS CM-36 97 225lbs. ке ipa asun | ) W CG-120 гх2х20 414 

5 | CM-60 125 4255. ae CIS M9 0С6-48-55 хх 382 
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Adjustable Pot Rack Components ADVANCE TABCO. 
TABLE with POT RACK, SHELVING 
& UTENSIL RACK 
MID MOUNT DESIGN Pot Rackis 
HOW TO ORDER w ПК менен 
TM үл | ` T" ` (A.F.F.) 
| 2) í 
# 1 Select from ET c é + € | ka. Utensil Rack 
3 Mounting SHELF WIDTH - 
Provisions 1. Ns - — — 5. 
— k 
Mid, Rear or Splash тан m 2... 
UPRIGHTS 
Only ONE 
#2 Choose spo 
е able Тор 
Desired Easy Maximizes your 
SHELF MOUNTING шы 
Components s | I 
ADDITIONAL 
RIGIDITY 


Pot Racks (Includes Utensil Rack) Utensil Racks 
ee не NG (сай # of Pot | Арргох. Арргох. # of Pot | Арргох. Арргох. 
gth Model # Hooks Price Wt. Cubes Model # Hooks Price Wt. Cubes 
FOR MID MOUNT 36" SCT-36 12 $2033 зо 5 ғ АОВ-36 6 5768 30 2 
Add ТА-228 М/С 48” 5СТ-48 12 2109 34 ° w AUR-48 6 780 34 3 
"бүз к 60” 5СТ-60 18 2167 37 7 ғ AUR-60 9 836 37 3 
F -ӛ 4 т 72” 5СТ-72 18 2987 46 9 AUR-72 9 876 46 4 
= 2 84” 5СТ-84 18 3059 50 10 AUR-84 9 1026 50 5 
I 96” SCT-96 18 3267 55 12 AUR-96 9 1123 55 5 
108” 5СТ-108 18 3978 60 13 AUR-108 9 1412 60 6 
| || 120” 5СТ-120 18 4310 65 15 AUR-120 9 1498 65 7 
чи i 132” | SCT-132 18 4429 68 16 AUR-132 9 1696 68 7 
144” SCT-144 18 4516 72 18 AUR-144 9 1883 72 8 
FOR REAR MOUNT 36” SWT-36 12 $1616 30 5 AUR-36 6 $768 30 2 
ADD TA-229 N/C 48” SWT-48 12 1657 34 6 AUR-48 6 780 34 3 
TL T 60” SWT-60 18 1675 3 7 А AUR-60 9 836 37 3 
—— 72” SWT-72 18 1696 46 9 AUR-72 9 876 46 4 
F 84" SWT-84 18 2033 50 10 AUR-84 9 1026 50 5 
d 96” SWT-96 18 2070 55 12 AUR-96 9 1123 55 5 
108” SWT-108 18 2460 60 13 AUR-108 9 1412 60 6 
| 120” SWT-120 18 2487 65 15 AUR-120 9 1498 65 7 
132” SWT-132 18 2547 68 16 AUR-132 9 1696 68 7 
ing 144” | SWT-144 18 2606 72 18 | АШВ-144 9 1883 72 в 
FOR SPLASH MOUNT 36" SWT-36 12 $1616 30 5 ғ AUR-36 6 $768 30 2 
ADD TA-227 N/C 48” SWT-48 12 1657 34 6 ғ AUR-48 6 780 34 3 
— 60" SWT-60 18 1675 37 7 Lad AUR-60 9 836 37 3 
eem 4 72” SWT-72 18 1696 46 9 AUR-72 9 876 46 4 
—— — 84” SWT-84 18 2033 50 10 AUR-84 9 1026 50 5 
-— ағ 96” SWT-96 18 2070 55 12 AUR-96 9 1123 655 5 
_ = = 108” SWT-108 18 2460 60 13 AUR-108 9 1412 60 6 
Жж | 120” SWT-120 18 2487 65 15 AUR-120 9 1498 65 7 
4 ч 132” SWT-132 18 2547 68 16 AUR-132 9 1696 68 7 
k. 144% | SWT-144 18 2606 72 18 AUR-144 9 1883 72 8 


- Pot Racks 8' Or Longer, Include Center Leg Support 


Adjustable Shelving Components 
Convert Your Table into an Effective Work Station 


Table with OVERHEAD SHELVES Table with SHELVES, POT RACK & UTENSIL RACK 
REAR MOUNT CANTILEVERED DESIGN scm SPLASH MOUNT DESIGN Ф 
оп Rear Edge А А 
МІХ & MATCH cum d 


— Utensil Rack is 
Shelf Widths. ——39 


Stainless Steel Select the FULLY 
< TUBULAR SHELF WIDTH (ее? = | ADJUSTABLE 
Rolled Rim UPRIGHTS to satisfy | UT == 
оп frontedge ---»- your needs ПРЕ 1” Splash 
—- < — Square Edge Sides — —— — А7 оп Rear Edge 
Cleaner š 
15"& 18” Utensil Rack with Work surface nim - 
include Plated Pot Hooks Е » 9 
3 15" & 18 
Support Brackets pa... — k. > include 
For Rolled 4. — Support Brackets 


Edges on All 


z= = 
4 Sides of Shelf а” 3 ADJUSTABLE 
Use TA-100A N/C я 4! Gusset Supports 


For Check Minder Provision _ i 
on any shelf use ТА-77 $81 lin. ft. — «© | | 
Т q == | 


ADD - CHANGE - MODIFY with Components to Meet the Demanding Prep-Requirements of an Upgrading or Changing Food Service Environment 


Adjustable Shelves 
Approx. Approx. 
Length 10” WIDE Price 12” WIDE Price 15” WIDE Price 18” WIDE Price | wt. Cubes 
36" PT-10-36 $678 PT-12-36 $711 PT-15-36 $796 PT-18-36 $887 30 2 
48" PT-10-48 728 PT-12-48 760 PT-15-48 850 PT-18-48 950 34 3 
60” РТ-10-60 763 РТ-12-60 814 РТ-15-60 912 РТ-18-60 1018 37 3 
72” PT-10-72 800 PT-12-72 860 PT-15-72 964 PT-18-72 1076 46 4 
84” PT-10-84 836 PT-12-84 904. PT-15-84 1013 PT-18-84 1130 50 5 
96” PT-10-96 1170 PT-12-96 1264 PT-15-96 1417 PT-18-96 1581 55 5 
108” PT-10-108 1312 PT-12-108 1417 PT-15-108 1585 PT-18-108 1770 60 6 
120” PT-10-120 1467 PT-12-120 1585 PT-15-120 1778 PT-18-120 1983 65 7 
132” PT-10-132 1643 PT-12-132 1778 PT-15-132 1990 PT-18-132 2222 68 7 
144” PT-10-144 1841 PT-12-144 1990 PT-15-144 2229 PT-18-144 2487 72 8 
36” PT-10R-36 $800 PT-12R-36 $832 PT-15R-36 $932 PT-18R-36 $1040 | зо 2 
48" PT-10R-48 838 PT-12R-48 886 PT-15R-48 994 PT-18R-48 1109 34 3 
60" PT-10R-60 886 PT-12R-60 943 PT-15R-60 1056 PT-18R-60 1179 37 3 
72" PT-10R-72 936 PT-12R-72 999 PT-15R-72 1119 PT-18R-72 1250 46 4 
84" PT-10R-84 985 PT-12R-84 1058 PT-15R-84 1185 PT-18R-84 1324 50 5 
96" PT-10R-96 1376 PT-12R-96 1482 PT-15R-96 1661 PT-18R-96 1852 55 5 
108" PT-10R-108 1542 PT-12R-108 1661 PT-15R-108 1859 PT-18R-108 2075 60 6 
120” PT-10R-120 1727 PT-12R-120 1859 PT-15R-120 2083 PT-18R-120 2324 65 7 
132” PT-10R-132 1936 PT-12R-132 2083 PT-15R-132 2333 PT-18R-132 2605 68 7 
144” PT-10R-144 2167 PT-12R-144 2333 PT-15R-144 2611 PT-18R-144 2914 72 8 
36” PT-10S-36 $1020 PT-12S-36 $1058 PT-15S-36 $1185 PT-18S-36 $1324 | зо 2 
48" РТ-105-48 1075 РТ-125-48 1117 РТ-155-48 1251 РТ-185-48 1396 34 3 
60” PT-10S-60 1117 PT-12S-60 1166 PT-15S-60 1305 PT-18S-60 1459 37 3 
72” PT-10S-72 1162 PT-12S-72 1230 PT-15S-72 1377 РТ-185-72 1538 46 4 
84” РТ-105-84 1213 РТ-125-84 1286 РТ-155-84 1439 РТ-185-84 1608 50 5 
96” РТ-105-96 1701 РТ-125-96 1801 РТ-155-96 2016 РТ-185-96 2251 55 5 
108” РТ-105-108 1870 РТ-125-108 1982 РТ-155-108 2220 РТ-185-108 2475 60 6 
120” РТ-105-120 2057 РТ-125-120 2178 РТ-155-120 2441 РТ-185-120 2724 65 7 
132” РТ-105-132 2263 РТ-125-132 2398 РТ-155-132 2684 РТ-185-132 2996 68 7 
144” РТ-105-144 2488 РТ-125-144 2638 РТ-155-144 2954 РТ-185-144 3295 72 8 


Shelves 8’ Or Longer, Include Center Leg Support 
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Additional Pot Racks J L. J | 


STAINLESS STEEL TA Double Stee TABIA зое Se 
WALL MOUNTED Рот RACKS (pkg. of 4) $91/pack (pkg. of 4) $84/pack 


Includes Pot Hooks 


Single Bar 


Stainless Steel Aluminum 
Length | Model # Price Model # Price # Of Hooks Wt. Cu. 
21 NOT AVAILABLE WALW-24 $469 6 5lbs. 1.0 
, ww 5//1-36 $880 |8? ALW-36 581 6 6lbs. 1.5 
4 W SW1-48 905 |8? ALW-48 633 6 7lbs. 2.0 
5 Ң? SW1-60 969 2.5 
6 SW1-72 961 3.0 SW1-36 Shown 
7 SW1-84 985 NOT AVAILABLE 3.5 
8 SW1-96 1082 4.0 
9 SW1-108 1191 4.5 
10 SW1-120 1295 5.0 
Double Bar eo 
Length Model # Price # Of Hooks Wt. Cu. 


SW-36 Shown 


CEILING MOUNTED 
STAINLESS STEEL Por RACKS 


Hangs 36" From Ceiling * Includes Pot Hooks 


LEG MOUNTED Por RACK 


For 30" Wide Tables 
Includes 6 Pot Hooks Per Unit 


I i ] 
I 1 1 
I | i { 
1 ! H 


amm шш! 


ANA A PW 


Stainless Steel 


# Of 
Length Model # Price Hooks Wt. Cu. 
з SC-36 $2265 | 12 426. 5 UB-30 $$ 
а 5С-48 2308 | 12 485. 6 5579 
Б! 5С-60 2404 18 541. 7 Wt. 10 Ibs. 
e SC-72 2508 18  60lbs 9 
ТР 5С-84 2796 18 66Ір. 10 
8 SC-96 3165 18 801%. 12 
g SC-108 3528 18 86lbs. 13 
10° SC-120 3950 18 921. 15 
» ЗОЗ: Јаре For Adjustable Pot Rack Components 
12’ SC-144 4621 18 104165. 18 See Page 80 


TA-98 Stainless Steel Flat Bar in lieu of Chain $414/pot rack 
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DISHTABLE STANDARDS © 


Features and Benefits 
ae * 3/4" Radius Corner Sink Bowls 
• 10 1/2" Tile Edge Backsplash 
“1 5/8" Tubular Legs 

“ Economical Savings 


Shown with 8” Deep Sink 
Bowl, Prerinse Basket & 
Slide Bar 


• Satin Finish 
SPEC-LINE "30" Series STANDARD "70" Series SUPERSAVER "60" Series 
e 14 ga. 304 Stainless Steel Тор | * 16 ga. 304 Stainless Steel Тор * 16 ga. 304 Stainless Steel Top 
• Stainless Steel Cross Bracing on Sides * Stainless Steel Cross Bracing on Sides * Galvanized Legs & Adjust. Plastic Bullet Feet 
e 16 ga. 304 Stainless Steel Legs & Adjust. Bullet Feet e Stainless Steel Legs and Adjust. Bullet Feet * 10 1/2" Backsplash 
-101/2^Backsplash — • 10 1/2” Backsplash * 5" Deep Sink Bowls (Soil Units) 
* 8" Deep Sink Bowls (Soil Units) * 5" Deep Sink Bowls (Soil Units) 
^ ws A CHEM = 
TI] а - - үа J 


WHEN PLACING AN ORDER, PLEASE PROVIDE THE DISH MACHINE MODEL NUMBER 
TO ENSURE PROPER DISHTABLE COMPATIBILITY. 


Due to some machine manufacturer’s recommendations for specific service access, 
the following modifications will apply... 


(Relocate sink location) (Notch in backsplash to clear handle) 
Dish Machines that require a Dish Machines that require a 
ES-4400, ES-6600, WH-series, APEX TSC-V ADS НТ-25, 55-25 
CMA 180 (Right-side), 44, 66 Blakeslee D-8, D-9 
Hobart AM-15 (corner configuration) C-series, CL-series, Ecolab ES-4000 
CCS-66/77/86/110, CRS-series Electrolux WT65 
Jackson AJ-series, TS-series, TSC-series Hobart AM-15 (Corner Configuration) 
Meiko K-series $204 


Stero SCT-series 


This Is A Partial List. Please Refer To Our "Product Support” Section At www.advancetabco.com For Updates. 
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Soil Dishtables 


Spec-Line $30 Series 


© 


9 ATTENTION: 


See Dish Machine Information on 
Pg. 83 to ensure proper compatibility 


STRAIGHT SOIL DISHTABLES 


Standard s70 series 


Super Saver seo Series 


14 Ga. 16 Ga. 16 Ga. w/ Galvanized Legs 
Nominal Approx. Approx. 
Size Length Model # Price Model # Price Model # Price Weight Cu. Ft. 
3 Ft. 35” DTS-S30-36LorR 54963 | DTS-S70-36LorR 54187 | DTS-S60-36LorR 53984 70 lbs. 12 
4 Ft. 47” DTS-S30-48LorR 5203 | DTS-S70-48LorR 4324 | DTS-S60-48LorR 4128 85 Ibs. 17 
5 Ft. 59” DTS-S30-60LorR 5321 | DTS-S70-60LorR 4469 | DTS-S60-60LorR 4271 100 Ibs. 19 
6 Ft. 71” DTS-S30-72LorR 5530 | DTS-S70-72LorR 4699 | DTS-S60-72LorR 4500 115 Ibs. 23 
7 Ft. 83” DTS-S30-84LorR 5689 | DTS-S70-84LorR 5041 | DTS-S60-84LorR 4754 125 Ibs. 27 
8 Ft. 95” DTS-S30-96LorR 5770 | DTS-S70-96LorR 5350 | DTS-S60-96LorR 4835 135 Ibs. 31 
9 Ft. 107” DTS-S30-108LorR 6852 | DTS-S70-108LorR 5755 | DTS-S60-108LorR 5517 235 Ibs. 45 
10 Ft. 119” DTS-S30-120LorR 7332 | DTS-S70-120LorR 6326 | DTS-S60-120LorR 6043 290 Ibs. 50 
12 Ft. 143” DTS-S30-144LorR 8487 | DTS-S70-144LorR 6933 | DTS-S60-144LorR 6651 320 Ibs. 60 
Faucet Holes are Splash Mounted 8” O.C. r L | J L 
TEAN il Т 
P. тар 2" — 20'—4 к-20- г? 
— _ Aa l Д 
7 Г E mE Tr Iñi | | 
80 2" | © 21 3/8 үз © | 20" 30 
*Prerinse Sink location and machine opening may require | | | | | _—— 
DTA-76 modification to conform to Dishmachine requirements. 1 12° 11/2" 1 
LEFT SOIL TABLE RIGHT SOIL TABLE 
© CORNER 50. DISHTABLES 
Spec-Line кзо series Standard кто series Super Saver кво series 
14 Ga. 16 Ga. 16 Ga. w/ Galvanized Legs 
Nominal Approx. Approx. 
Size Length Model # Price Model # Price Model # Price Weight Cu. Ft. 
4 Ft. 47” DTS-K30-48LorR $9119 | DTS-K70-48LorR $8337 | DTS-K60-48LorR $7968 128 lbs. 29 
5 Ft. 59” DTS-K30-60LorR 9336 | DTS-K70-60LorR 8472 | DTS-K60-60LorR 8151 138 Ibs. 37 
6 Ft. ТШ DTS-K30-72LorR 9501 | DTS-K70-72LorR 8683 | DTS-K60-72LorR 8380 149 Ibs. 44 
7 Ft. 83” DTS-K30-84LorR 9765 | DTS-K70-84LorR 8877 | DTS-K60-84LorR 8643 163 Ibs. 51 
8 Ft. 95” DTS-K30-96LorR 9928 | DTS-K70-96LorR 9097 | DTS-K60-96LorR 8731 182 165. 58 
9 Ft. 107” DTS-K30-108LorR 10291 | DTS-K70-108LorR 9562 | DTS-K60-108LorR 9115 355 Ibs. 83 
10 Ft. 119” DTS-K30-120LorR 10789 | DTS-K70-120LorR 10388 | DTS-K60-120LorR 9321 380 Ibs. 92 
12 Ft. 143” DTS-K30-144LorR 11919 | DTS-K70-144LorR 10075 | DTS-K60-144LorR 10720 390 Ibs. 110 
59" Бөз 
6 - Faucet Holes are Splash Mounted 8" O.C. 2 — ІШ | TE E 
mur - . " T FI | === Ti 
n J N - S o өзе 30" 30" 2 © ie 
*Prerinse Sink location and machine openin L L 
LM | ai s TAS bak беті to Ы LEFT RIGHT 
f to Dishmachine requirements. CORNER CORNER 
P "m SOIL SOIL БЕ 
T TABLE TABLE Г T 
84 L— 30" 1 зо" —4 


9 ATTENTION: 


See Dish Machine Information on © 
Pg. 83 to ensure proper compatibility 


Soil Dishtables 


ISLAND боп DISHTABLES 


Spec-Line cao series Standard вто series Super Saver ceo series 

14 Ga. 16 Ga. 16 Ga. w/ Galvanized Legs 
Nominal Approx. Approx. 
Size Length Model ғ Price Model ғ Price Model ғ Price Weight Cu. Ft. 


4 Ft. 47” DTS-G30-48LorR DTS-G70-48LorR DTS-G60-48LorR 129 Ibs. 29 


5 Ft. 59” DTS-G30-60LorR DTS-G70-60LorR DTS-G60-60LorR 138 Ibs. 37 


6 Ft. 71” DTS-G30-72LorR DTS-G70-72LorR DTS-G60-72LorR 150 Ibs. 44 


7 Ft. 83” DTS-G30-84LorR DTS-G70-84LorR DTS-G60-84LorR 162 Ibs. 51 


8 Ft. 95” DTS-G30-96LorR 9309 | DTS-G70-96LorR DTS-G60-96LorR 178 Ibs. 58 


9 Ft. 107” DTS-G30-108LorR DTS-G70-108LorR DTS-G60-108LorR 335 Ibs. 83 


10 Ft. 119” DTS-G30-120LorR 9951 | DTS-G70-120LorR 9744 | DTS-G60-120LorR 9562 365 Ibs. 92 


12 Ft. 143” DTS-G30-144LorR 10493 | DTS-G70-144LorR 10285 | DTS-G60-144LorR 10119 380 Ibs. 110 


59" 


у T — T 
© E = — kg а i Í 251 | 
CBS > | L— шы | 
*Prerinse Sink location and machine opening | LEFT RIGHT 
ee e L pco jon v 
= SOIL SOIL d 
ЕТІ TABLE TABLE 


Faucet Holes are Splash Mounted 8” O.C. 


DISHLANDING SOIL DISHTABLES 


Spec-Line pao series Standard pro series Super Saver peo series 
14 Ga. 16 Ga. 16 Ga. w/ Galvanized Legs 
Nominal Approx. Approx. 
Size Length Model # Price Model # Price Model # Price Weight Cu. Ft. 
4 Ft. 47" DTS-D30-48LorR 510225 | DTS-D70-48LorR 59314 | DTS-D60-48LorR $9117 | 139 bs. 33 
5 Ft. 59” DTS-D30-60LorR 10439 | DTS-D70-60LorR 9504 | DTS-D60-60LorR 9357 147 lbs. 41 
6 Ft. 71” DTS-D30-72LorR 10712 | DTS-D70-72LorR 9716 | DTS-D60-72LorR 9539 160 165. 50 
7 Ft. 83” DTS-D30-84LorR 11040 | DTS-D70-84LorR 9932 | DTS-D60-84LorR 9757 175 Ibs. 58 
8 Ft. 95” DTS-D30-96LorR 11117 | DTS-D70-96LorR 10156 | DTS-D60-96LorR 9935 205 Ibs. 66 
9 Ft. 107” DTS-D30-108LorR 11642 | DTS-D70-108LorR 10382 | DTS-D60-108LorR 10167 320 Ibs. 93 
10 Ft. 119” DTS-D30-120LorR 12112 | DTS-D70-120LorR 10986 | DTS-D60-120LorR 10720 365 Ibs. 103 
12 Ft. 143” DTS-D30-144LorR 12641 | DTS-D70-144LorR 11458 | DTS-D60-144LorR 11250 390 Ibs. 123 


T Е | I 
z rs”) @ a| O | [nie > LEFT RIGHT mum 
IM L =| DISHLANDING DISHLANDING (аи 
*Prerinse Sink location апа machine opening SOIL SOIL 
may require DTA-76 modification to conform TABLE TABLE 
to Dishmachine requirements. ph 
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Clean Dishtables 


o ATTENTION: 


See Dish Machine Information on 
Pg. 83 to ensure proper compatibility 


STRAIGHT CLEAN DISHTABLES 


Spec-Line sso series Standard sro series Super Saver seo series 
14 Ga. 16 Ga. 16 Ga. w/ Galvanized Legs 
Nominal Approx. Approx. 
Size Length Model # Price Model % Price Model # Price Weight Cu. Ft. 
2 Ft. 23" DTC-S30-24LorR $2450 | DTC-S70-24LorR $2314 | DTC-S60-24LorR $2107 35 Ibs. 12 
3 Ft. 35" DTC-S30-36LorR 2969 | DTC-S70-36LorR 2658 | DTC-S60-36LorR 2451 45 165. 12 
4 Ft. 47” DTC-S30-48LorR 3109 | DTC-S70-48LorR 2894 | DTC-S60-48LorR 2687 60 Ibs. 17 
5 Ft. 59” DTC-S30-60LorR 3313 | DTC-S70-60LorR 3066 | DTC-S60-60LorR 2856 70 Ibs. 19 
6 Ft. T DTC-S30-72LorR 3495 | DTC-S70-72LorR 3213 | DTC-S60-72LorR 3007 85 Ibs. 23 
7 Ft. 83" DTC-S30-84LorR 4243 |DTC-S70-84LorR 3570 | DTC-S60-84LorR 3278 100 Ibs. 27 
8 Ft. 95" DTC-S30-96LorR 4440 | DTC-S70-96LorR 3871 | DTC-S60-96LorR 3358 110 Ibs. 31 
9 Ft. 107” DTC-S30-108LorR 4937 | DTC-S70-108LorR 4366 | DTC-S60-108LorR 4117 225 Ibs. 45 
10 Ft. 119” DTC-S30-120LorR 5133 | DTC-S70-120LorR 4704 | DTC-S60-120LorR 4418 250 Ibs. 50 
12 Ft. 143” DTC-S30-144LorR 5643 | DTC-S70-144LorR 5151 | DTC-S60-144LorR 4852 270 Ibs. 60 
L. ” L 
= > iro m : 
í ———— | ! m J 
Е : 
т | Optional 30" | 30" 
21 3/8" 21 3/8' 
| Undershelf | 
| 14 4/2" tie 
` I LEFT CLEAN TABLE RIGHT CLEAN TABLE 
CORNER CLEAN DISHTABLES 
Spec-Line кзо series Standard кто series Super Saver кво series 
14 Ga. 16 Ga. 16 Ga. w/ Galvanized Legs 
Nominal Approx. Approx. 
Size Length Model # Price Model % Price Model # Price Weight Cu. Ft. 
4 Ft. 47" DTC-K30-48LorR $6559 | DTC-K70-48LorR $6097 | DTC-K60-48LorR $5721 105 Ibs. 29 
5 Ft. 59” DTC-K30-60LorR 6744 | DTC-K70-60LorR 6265 | DTC-K60-60LorR 5871 115 Ibs. 37 
6 Ft. 71” DTC-K30-72LorR 7033 | DTC-K70-72LorR 6723 | DTC-K60-72LorR 6133 125 Ibs. 44 
7 Ft. 83” DTC-K30-84LorR 7366 | DTC-K70-84LorR 6982 | DTC-K60-84LorR 6397 138 Ibs. 51 
8 Ft. 95” DTC-K30-96LorR 7444 | DTC-K70-96LorR 7068 | DTC-K60-96LorR 6476 157 Ibs. 58 
9 Ft. 107” DTC-K30-108LorR 9228 | DTC-K70-108LorR 8731 | DTC-K60-108LorR 8231 330 Ibs. 83 
10 Ft. 119” DTC-K30-120LorR 9669 | DTC-K70-120LorR 9133 | DTC-K60-120LorR 8544 360 Ibs. 92 
12 Ft. 143” DTC-K30-144LorR 10635 | DTC-K70-144LorR 9987 | DTC-K60-144LorR 9401 380 Ibs. 110 
59" — — —] 2 24 6-5” 
| << -TZ 
ele] inue 
11] ІШІ 
L "a m L 
LEFT CORNER RIGHT CORNER 
@ CLEAN TABLE CLEAN TABLE 
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9 ATTENTION: 


See Dish Machine Information on 
Pg. 83 to ensure proper compatibility 


Spec-Li ПЕ сзо series 


Clean Dishtables 


ISLAND CLEAN DISHTABLES 


Standard сто series 


Super Saver aeo series 


14 Ga. 16 Ga. 16 Ga. w/ Galvanized Legs 
Nominal Approx. Approx. 
Size Length Model # Price Model ғ Price Model ғ Price Weight Cu. Ft. 
4 Ft. 47" DTC-G30-48LorR $6373 | DTC-G70-48LorR $5750 | DTC-G60-48LorR $5531 102 lbs. 29 
5 Ft. 59” DTC-G30-60LorR 6562 | DTC-G70-60LorR 5993 | DTC-G60-60LorR 5688 112 Ibs. 37 
6 Ft. al” DTC-G30-72LorR 6850 | DTC-G70-72LorR 6136 | DTC-G60-72LorR 5942 125 Ibs. 44 
7 Ft. 83” DTC-G30-84LorR 7172 | DTC-G70-84LorR 6410 | DTC-G60-84LorR 6207 135 Ibs. 51 
8 Ft. 95” DTC-G30-96LorR 7255 | DTC-G70-96LorR 6500 | DTC-G60-96LorR 6285 148 lbs. 58 
9 Ft. 107” DTC-G30-108LorR 8980 | DTC-G70-108LorR 8001 | DTC-G60-108LorR 7734 310 Ibs. 83 
10 Ft. 119” DTC-G30-120LorR 9297 | DTC-G70-120LorR 8560 | DTC-G60-120LorR 8171 340 Ibs. 92 
12 Ft. 143” DTC-G30-144LorR 10227 | DTC-G70-144LorR 9588 | DTC-G60-144LorR 9000 360 Ibs. 110 
Pi 59' 
L mel LL L 
@ LEFT RIGHT 
ISLAND ISLAND 
| CLEAN CLEAN 
14/2 E= одур" TABLE TABLE n mum ER 


U-SHAPED боп DISHTABLES 


Nominal Approx. Approx. 
Size Length Model # Price Weight Cu. Ft. 
6Ft. 71” | DTS-U30-72LorR 516491 |4501. 99 
7 Ft. 83” | DTS-U30-84LorR 16809 | 470lbs. 114 
8Ft. 95” | DTS-U30-96LorR* 17454 | 490105. 130 
9Ft. 107” | DTS-U30-108LorR* 17904 | 525 105. 145 

10 Ft. 119” | DTS-U30-120LorR* 18358 | 550105. 160 
11 Ft. 131” | DTS-U30-132LorR* 18648 | 575 lbs. 176 
12Ft. 143” | DTS-U30-144LorR* 18966 | Ibs.600 192 
“Includes Field Joint (To be welded in field by others) 
108" 
э. C9 z 


Dishlanding— L 


\ I 


| 
20x20x8" 
Prerinse W/ 
Basket & Slidebar 


(С) 
Length (71"-1. 


al Е 


к-40 | 
Waste Trough ~ 
(OPTIONAL) 


40" 
(Clear) 


Prerinse Basket with Welded Slide Bar 


All Stainless Steel 


Model # Size Price 
Type 304 Series 
Perforated Basket for  DTA-100 19 1/2" х 19 1/2” 5905 
3/4” Radius Bowls 12 105. 1 Cu. Ft. 


4” Depth 


* Includes Prerinse sink basket and bar slide and dishlanding. 

* Additional length on any leg of dishtables, 
use DTA-56 $301 per ft. (Field joint may be required) 

* Additional custom lengths available on all sides. 

e |f any 2 sides are larger than 90", a welded field joint is required 
(WELDED BY OTHERS). USE K-57 $391. 


* For additional accessories and modifications, see pages 88-90. 


Dishlanding may be replaced with backsplash 
or rolled edge at no additional charge. 


— 
Optional Faucet 
(See Page 84) 


| 
( | Verify Prerinse Sink Location 


——r 


14 Gauge 
Stainless Steel 


Optional Waste 
Trough K-440. 
(See Page 89) 


DTS-U30-120R 
Shown 


Prerinse Slide Bar @ 


Model # Size Price 
DTA-60 191⁄2x191⁄2” $520 
9lbs. 1 Cu. Ft. 


Specialty Dishtables 


9 ATTENTION: 


See Dish Machine Information on 
Pg. 83 to ensure proper compatibility 


Faucets Can Be Found 
On Page 90 


DISHTABLE WITH 3 COMPARTMENT BOWLS (@ wattiple Bowl choices & Lengths 


e 16 Gauge Stainless Steel • Stainless Steel Legs and Cross Rails ° Stainless Steel Bullet Feet 


ЖА у, 


DTC93-2020-8R Shown 


DEEP DRAWN BOWLS 


Drainboard Approx. 


Model # Price Length Bowl Size Size Weight 
DTC93-1620-6LorR 58222 т” 16" x 20" x 12" 4” 200 Ibs. 
DTC93-1620-7LorR 8562 s" 16" x 20" x 12" 16" 220 Ibs. 
DTC93-1620-8LorR 8840 56 16” x 20" x 12" 28" 240 165. 
DTC93-1620-9LorR 9295 1087 16'"x20"x12" 40" 275 Ibs. 
DTC93-2020-8LorR 9230 56 20" x 20" x 12" 16" 260 Ibs. 
DTC93-2020-9LorR 9683 109 20”x 20”x 12” 28” 310 Ibs. 
DTC93-2020-10LorR 9996 120 20x20x12” 40" 310 Ibs. 


BOWLS ARE LOCATED 12" IN FROM MACHINE 
For Other Configurations, Contact Factory 


(Must Verify Machine For Control Box Or Drive Unit Interference) 


4 


DTA-125 16’x20"x4” $790 о. 1 @ 


wem 


422 7% 


DTA-58 18°х24° х4” 1154 11105. 1 


DTC-3-1620-84L Shown 


FABRICATED BOWLS 
Drainboard Approx. 
Model # Price Length Bowl Size Size Weight 
DTC-3-1620-66LorR $8939 ве” 16” x 20” x 14” 12 200 Ibs. 
DTC-3-1620-84LorR 9306 вз” 16” x 20” x 14” 23” 220 Ibs. 
DTC-3-1620-96LorR 9609 o» 16” x 20" x 14" 35" 240 Ibs. 
DTC-3-1620-120LorR 10860 119 16х20х14 59" 265 lbs. 
DTC-3-1620-144LorR 11380 149 16”x20"x 14” 83” 290 Ibs. 
DTC-3-1824-144LorR 11882 143” 18” x 24” x 14” 77” 365 Ibs. 
DTC-3-2020-96LorR 10031 95” 20” x 20” x 14” 23” 260 165. 
DTC-3-2020-108LorR 10525 10 20х20х14 35” 285 lbs. 
DTC-3-2020-120LorR 10864 119” 20х20х14 48” 310 Ibs. 
DTC-3-2020-144LorR 11803 143” 20х20х14 71” 340 lbs. 
DTC-3-2424-144LorR* 12322 1437 24”x24”x 14” 59” 380 Ibs. 


* Requires Two Faucets For Upgrade To 14 Gauge Use "DTA-49" $862 


— 


DTA-64 ie"x20 $448 71. 1 


4 


DTA-51 18" x 24" 655 815. 1 


Approx. Approx. 
UNDERC OUNTER Length Model # Weight Си. Ft. 
48” | DTU-U60-48LorR $4008 | зо. 17 
DISHTABLE o 
60" | DTU-U60-60LorR 4221 95 Ibs. 19 DTU-U60-48R 
20" 20" 5" h 
бын e 72" | DTU-U60-72LorR 4390 | 115. 23 Shown 


Left Or Right Designation Is Determined By Sink Location. 


STAINLESS STEEL CONDENSATE Hoops 


8” x 10” vent opening. 
Collar is centered 2” in height. 


Model # Length Width Height Price 
CH-3636 36” 36” 20” $6054 
CH-4242 42” 42” 20” 6519 
CH-4848 48" 48" 20" 7216 
CH-61 Specify Alternate Collar Location 254 
CH-56 Additional Length Or Width 741 /lin.Ft. 


88 This Item Is Not UL Or NFPA Listed. 


VENT RISER 


* Type 300 Stainless Steel 
* Adjustable Ceiling Trim Collar 
* Accommodates Standard 4" x 16" Vent Hood Duct 


(Custom Sizes Available - Consult Factory) 


View of Opening 


Model # Width 


Length 


Height Price 


VR-1 16" 4" 60" $2888 


^ 
j 


This Item Is Not UL Or NFPA Listed. 


DTA-95 


DTA-45 


DTA-84 


K-454 


Dishtable Modifications & Accessories 


MODIFICATIONS 
K-23 Dishtable Legs Welded To Undershelf Or Left-To-Right Cross $561 /sink DTA-40 Drain Hole (For Sorting Table) $191 
Rails, Shipped Set Up & Crated. (Top Is Not Welded To Legs) Scrap Trough Welded To Dump Sink - Min. Scrap Trough Length 
т Dishtable Legs Welded To Leg Gussets Under Sink Тор & То А ртд-45 |93. Мах. Length Is 8’. For 20" x 20" x 8” Bowl Spec-Line 505 lin. ft. 
23А Undershelf Or Left-To-Right Cross Rails, Shipped Set Up & Crated 74) um Soil 530 Series Only. - Consult Factory For Trough Lengths 
Exceeding 8 Feet 
K-24 Shell Crating 433 сез 
DTA-46 Inside Mitered Corner 751 
K-37 Anti-Siphon Vacuum Breaker Hole 168 ; 
DTA-66 Provision For Dishlanding On Straight Soil Table (Min 4’) 369 /lin. Ft. 
K-57 Welded Field Joint (Welded In Field By Others) 391 
I DTA-70 Install Booster Heater Brackets (Brackets By Others) 237 
K-76 Paint On Sound Deadening 746 /sink 
DTA-72 Provision For Side Loader 1538 
K-77 Splash Cut-Out (Pipe Chase) 265 
I DTA-75 Provision For Limit Switch (Limit Switch By Others) 270 
K-440 Waste Trough Installation Welded Into Table : - 5 С 
And Furnished With A 2” Deep Removable Basket 1277 DTA-7e Move Prerinse Sink To Conform To Dishmachine 
Requirements. Please Specify Machine When Placing Order N/C 
K-452 Control Bracket 8” x 12" 373 ea. 
DTA-78 Notch In Backsplash Return To Clear Handle 
K-453 Control Bracket 14” x 16” 400 ea. Please Specify Machine When Placing Order 204 
K-454 Side Splash 581 ea. DTA-81 5/5 Welded Leg Assembly with S/S Feet 431 /bowl 
K-456 Scrap Block Installed (Includes Rubber Scrap Block) 546 ea. DTA-82 15” x 20” x 8” Undercounter Dump Sink 3631 /bowl 
: Disposal Cone Welded Into Table And Furnished With DTA-84 Simple Pass-Thru (Specify Wall Thickness - Min. Length 36") 895 /Ft. 
n 8" x 12" Control Bracket & Faucet Holes (Supplied By Others) 1115 
Инын DTA-87  Pass-Thru Wall Frame (Specify Wall Thickness - Min. Length 36") 512 Ліп. Ft. 
Installation Of Disposal Cone With 14" x 16" Control Bracket, 
4608 Faucet Holes (Cone Supplied By Others) 1184 DTA-95 _ Install Scrapper Top 2473 
K-461 Disposal Collar Welded Into Sink Bowl And Furnished sursis isel Touei Celesto 3029 
With 8" x 12" Control Bracket (Supplied By Others) 1115 DTA-99A 16" x 20" x 12" Sink Bowls 1912 /bowl 
Disposal Collar Welded Into Sink Bowl And Furnished DTA-99B 20" x 20" x 12" Sink Bowls 2054 /bowl 
KASIA With 14” x 16” Control Bracket (Supplied By Other: 1184 
ith. 14x 16 Control Bracket (Supplied By Others) DTA-99C 10° x 14” x 5° Dump Sink 1636 /bowl 
K-472 i i 17 b 
Special Faucet Hole Location 6 ea DTA-99D 18" x 24” x 14” Sink 2244 /bowl 
- | : ^ | 2 
K-495 Тит Down Backsplash (Incl. 2 Brackets. See K-397 For Addt' Sets) 33 DTA-99E 24” x 24" x 14" Sink 2390 /bowl 
F Е ae 3 
Res RB Aspects MOdITCRTI charge 35 DTA-106 Mirror Highlight To Dishtable Upgrade 590 
K-550 Stainless Steel Tubular Rack Storage 279 lin.ft. 
ACCESSORIES 


K-5 


K-397 


K-455E 


K-475 


K-488 


K-610 


DTA-53 


Twist Handle Operated Drain 


Wall Brackets (2 Each. Brackets Included With K-495) 


Stainless Steel Sink Cover 20" x 20" 


Replacement S/S Leg With Stainless Steel Bullet Foot 


Flanged S/S Bullet Foot 


Perforated Stainless Steel Sink Grid (Specify Bowl Size) 


SPEC-LINE Heavy Duty Prerinse Faucet 


š 


8 


DTA-56 Аад!1епділ On 59” Side Of Corner Or Straight Tables 


119 /set 


DTA-59  Pre-Rinse Basket w/ Slide Bar for 24” x 24" Fab. Sink Bowls 


8 


DTA-62 Ргетіпѕе Basket For 20” х 20" Deep Drawn Bowls 


8 
8 


DTA-64  Prerinse Slide Bar For 16” x 20" Fab. Sink Bowls 


Я 
8 


DTA-67 Stainless Steel Rear Cross-Bracing (Factory Installed Only) 


DTA-100  Prerinse Basket with Slide Bar for 20” x 20" Fab. Sink Bowls 


DTA-125A Prerinse Scrap Basket For DTA-82 Undermount Dump Sink 


301 /lin. Ft. 


1315 


1135 


1056 89 


Dishtable Faucets & Accessories 


N - Ships via UPS 


SPEC-LINE 
HEAVY DUTY 
Splash Mounted 


DTA-53 $1266 
T&S Equivalent 
Model # B133-B 


12" Add-A-Faucet I š 
K-117 $495 a 


SPEC-LINE Prerinse Faucets 
EXTRA HEAVY DUTY 
14” Splash Mou nted = ei Prerinse Features: 
Swing Spout Faucet | Prerinse Faucet -8'OC. 
"2 K-116 $1758 Ø * Wall Bracket 
CR вос. • Continuous Spray Ring 
А * Heavy Duty Chrome 
i 49 Plated Spring 
K-105 5704 @ 12” A 
T&S Equivalent Model # B231 К-117-Т5 m 
(Fits K-116 Only) 


(Fits DTA-53 Only) | 


Approx. Approx. 
Table Mounted © STAINLESS STEEL Length Model # Price Wt. Cubes 
UNDERSHELVES 18" DTA-SS-18 $633 11 Ibs. 1| 
SORTING SHELVES п Me BDTASS24 72| зк | 
Mounts to backsplash and end roll of dishtable Additional Storage зо” Wë DTA-SS-30 762 | 15165 1 
(О, G and U-shaped Dishtables only) Shelving Is Reversible (Left Or Right) 42” DTA-SS-42 812 | 20 Ibs 2 
Shelf Shipped Separate From Table To Reduce Freight 54” DTA-SS-54 926 | 23 lbs 2 
Costs And Chance Of Shipping Damage. | 66” DTA-SS-66 1044 30 Ibs 3 
` —Ñ 78” DTA-SS-78 1107 | 35 Ibs 3 
| “ | | 90 | DTA-SS-90 1180 | зо. 4 
| Size Undershelf To Ве At Least 102i САБЕ ЗЬ ВА азаа Š 
z € 6” Shorter Than Dishtable. 114” | DTA-SS-114 1394 5015 > 
126” | DTA-SS-126 1643 | 551» 6 
Now With Stainless Steel Legs! 138” DTA-SS-138 1714 | 59 bs 6 
New Versatile Design allows for 
Different Glass Rack Applications S ORTIN G S HELVE S 
* Drip Tubes For Water Drai me . . 
О ы тру HE Traditional Design KD Tubular Design 


* 18 Gauge, 1 5/8” Tubes 


DTA-79 $671 Ain. Ft. 


FOR TABLE MOUNTED, ADD DTA-88 $851 


Approx. Approx. 
Racks Price Wt. Cubes 


Approx. Approx. 


Length Model # Length Model # Racks Price Wt. Cubes 


224 DT-6R-11 1 $1821 |20165. 1 20% DT-6R-21 1 651356 | 15105. 1 
. run Шамандық, 42” DT-6R-12 2 1948 |30lbs. 2 42” DT-6R-22 2 1530 |23105. 2 
° auge End Plates & Base 3 AR. m AS). 
ТТ 62 DT-6R-13 з 2046 |40. 4 62” Ң? DT-6R-23 з 1631 |зоњѕ. 4 
82” DT-6R-14 4 2180 |50 lbs. 5 82” | DT-6R-24 4 1733 |38lbs. 5 


DTA-79S $853 Ліп. Ег. 


16 Gauge 304 Stainless Steel • 3" Raised Edge 
STAINLESS STEEL CROSS BRACING ON ALL SIDES 


SORTING TABLES 


FF 
Standard = 10 1/2” Backsplash 
Approx. Арргох. Approx. Approx. 
Model # Price Size Wt. Cubes Model # Price Size Wt. Cubes ———Á — 


SR-48 $2966 | 48%х307 8416. 12 BSR-48 $2999 | 48'x30' 881. 12 T 
SR-60 3138 | 60"x30" 98105. 15 BSR-60 3161 | 60"x30' 103lbs. 15 | nens. - 
SR-72 3313 | 72x30" 109lbs. 18 Shown With BSR-72 3331 | 72% x30 115lbs. 18 | ІЛ 
$В-96 3704 | 96x30” 143lbs. 21 Optional Casters BSR-96 3830 | 96”x30" 150lbs. 21 | 


є ТА-255 Super Heavy Duty Casters........ $791 
DTA-40 Drain Ноіе.......................... A WARNING: Faucets on this page may contain а chemical known to the State of 
90 California to cause cancer, birth defects or other reproductive harm. 


Underbar 


Featuring New Extended Widths! 
Sinks, Blender Stations, Drainboards & Liquor Racks now have a new flush design 
for a clean, linear appearance when adding SRK Speed Rails. 


Features and Benefits 

* 18”, 21", 23” & 26” Widths 

“4” Backsplash 

“АІ Units Come with 4 Galvanized Legs w/ Adjustable Plastic Bullet Feet 
* Selected Models Feature Adjustable Galvanized 


Cross-Bracing (Front to Back) 
* Embossed & Seamless Drainboards (Where Applies) 
• Blender Stations Include Hidden Duplex Electrical Outlet 


© 
Drop-In Ice Bins, Water Stations & Hand Sinks 


m 
Underbar Basics” 
Drop-IN WATER STATIONS 


Includes K-54 Deck Mount Faucet With "Push-Back" Acrylic Lever Arm FenGustony Cutout Use 
Model # TA-34 5355 


IMPROVED! 
Stronger Acuator 


Includes Sliding 
Stainless Steel Cover 


Ice Bin Inside Dim.: 
13 1/2” x 18 3/4” x 10 13/16” 


Ice Bin Inside Dim.: 
8” x 13 1/2” x 10 13/16” 


i Overall Size: 
H . -à . 
Ice Capacity: 23 Ibs. Ice Capacity: 50 Ibs. 12" x 14” 

D-24-WSIBL $1969 D-24-WSIBL2 $2355 DI-1-9 $1466 
Removable Grate Covers Drip Pan Removable Grate Covers Drip Pan иаи 
13” Deep Insulated Ice Bin w/ S/S Steel Cover 13” Deep Insulated Ice Bin w/ S/S Steel Cover тзв ae 
1” IPS Drain 1" IPS Drain 1 1/2" IPS Basket Drain 
Outside Dim. 21" x 18" Outside Dim.: 18" x 21" Cut-Out Size: 11 1/4" x 13 1/ 
Cut-Out Size: 20 5/8” x 15 1/4” Cut-Out Size: 15 1/4” x 20 5/8” 15 lbs. 3 cu. Ft. 
30 Ibs. 5cu.Ft. 47 105. бси. Ft. 

Drop-IN BAR HAND SINKS includes 

ы z Sliding 
Featuring Deep Drawn Sink Bowls Stainless Steel 
Cover 


SPACE SAVER 


Hand Sink Bowl Size: 
9” x 9” х 4” 


Ice Bin Inside Dim.: 


Overall Size: ete x 10 
13” x 19” ` Overall Size: 13/16” 
12” х14” А 
Ice Capacity: 23 Ibs. 
DI-1-5 $825 01-1:25 6919 D-24-SIBL $2104 
K-52 Deck Mounted Faucet K-51 Deck Mounted Faucet 
11/2 IPSB ; K-52 Deck Mounted Faucet Insulated Ice Bin w/ S/S Cover 
asket Drain қ i ; А 
; ‘i » 1 1/2" IPS Basket Drain 1” IPS Drain In Ice Bin 
Cut-Out Size: 12 1/4" x 18 1/ ; ” » А ; 
А Cut-Out Size: 11 1/4” х 13 1/4 Outside Dim.: 21” x 18” 
20 Gauge Stainless Steel : қ 
20 Gauge Stainless Steel Cut-Out Size: 20 5/8” x 15 1/4” 
12 105. 28си. Ft. 
8105. 28си. Ft. Factory Installed Only 
20 Gauge Galvanized Steel 
For Our Full Line Of Drop-in Sinks, See pages 3-5 ӘМБЕ ЫН 


ACCESSORIES & MODIFICATIONS 


6" Deck 


Replacement Sliding Stainless Steel Covers p 
Add Wrist Handles Mounted Faucet 


Model# Price For Use With: K-316-LU K-51 $663 


D-12-IBL, D-24-WSIBL, $167 О.С. 
m = D-24-WSIBL2, D-24-SIBL 
D-24 153 D-24-IBL, D-24-IBL-7 Waiter Filler 
БЕЛУ Е Units ON dn pm: left-to-right in 
D-12 В К-54 8-1/4” High $744 
Shown D-30 218 D-30-IBL, D-30-IBL-7 K-54A 12"High 5845 
D-36 248 D-36-IBL, D-36-IBL-7 3 1/2" Gooseneck 
қ K-540MIT -$420 Deck Mounted Faucet 
over designed to open front-to-rear, with 18" ice bin dimension front-to-rear. > 
(D-24-WSIBL2 opens left to right when installed with 21” front-to-rear) Omit K-54 Faucet K-52 $33 1 


92 | Ж WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 


© 
Drop-In Ice Bins, Bar Sinks & Drain Pans 


Underbar Basics” 


* Rubber Thermal Breaker Reduces Condensation 
* Optional 7-Circuit Cold Plate Sealed Into The Bottom 


Drop-In IcE BINS 


11” Deep Insulated Ice Bin w/ Sliding Stainless Steel Cover 


Overall Cut Out Size Ice Approx. Approx. 
Model # Price Length WxL Capacity Weight Cu. Ft. 


D-12-IBL 
D-24-IBL 1731 
D-30-IBL 1752 
D-36-IBL 


15 1/4" x 9 5/8" 
21" 151/4'x203/8' 50 lbs. 39 Ibs. 
gy 15 1/4” х26 3/87 62105. 62 Ibs. 
15 1/4" x 32 3/8" 
w/ 7-CIRCUIT COLD PLATE 


о o о о 


Includes Sliding 


D-24-IBL-7 3941 21" 151/4'x203/8 50lbs.  84lbs. 9 Stainless Steel Cover 
D-30-IBL-7 3991 e" 15 1/4” x 26 3/8" 62 105. 107 Ibs. 13 
D-36-IBL-7 4178 33” 15 1/4" x 32 3/8” 75105. 113 Ibs. 15 For Replacement Sliding Stainless Steel Covers, See Page 92. 


Drop-In Bar SINKS 


DBS-1 
Optional Built-in Embossed Drainboard » 


ч 


° 10" x 14” x 10" Sink Bowls * 9” High Overflow Pipe(s) w/ 1 1/2" IPS Drain(s) 
e 4” О.С. Deck Mounted Swing Faucet ” 4” О.С. Deck Mounted Faucet 
# of #of Ога. Drbd. Outside Dim. Cut Out Size Approx. Approx. 
Model # Price Bowls Drbds. Size Location WxL WxL Weight Cu. Ft. 
----------------------- DBS-53C shown 
DBS-1 $1208 1 0 М/А М/А 19 x97 12 1/4” Х181/47 21165. 3 
DBS-2 1355 2 0 М/А М/А 25 1/2”x 19” 243/4”х181/47 26 Ibs. 4 
DBS-3 1631 ©) 0 М/А М/А 38” x 19” 37 1/4” x 18 1/4” 42 Ibs. 9 
DBS-43L 2457 3 1 12” Right 21 1/8” x 48 5/16” 17” x 47” 88 Ibs. 10 
DBS-43R 2457 3 1 125 Left 21 1/8” x 48 5/16” 17” x 47” 88 Ibs. 10 
DBS-53C 2675 3 2 12” Left & Right 21 1/8” x 60 5/16” 17” x 59” 100 Ibs. 21 
DBS-63C 2793 3 2 18 Left & Right 21 1/8” x 72 5/16" dox" 110 Ibs. 24 
L and R Indicate Sink Location. C Indicates Sink is Centered. 
» BAR 
18" WIDE COUNTERTOP D RA 
DRAIN PAN RINE eS 
* Туре 300 Stainless Steel 
. i CUSTOM SIZES 
Removable Drip Tray * в” Wide (Front To Back) x 3/4” Deep OPTIONS 
* Stainless Steel То AVAILABLE 
| p Consult Factory For Details ° Perforated Removable Grate Allows For Easy Cleaning DRKC-45-IC 
* 1/2 NFL Drain * 1" Drain On Right Side Ap ЕД Саша 
Size Cut Out Approx. Approx * Designed To Secure To Underside Of Wood Substrate DRKC-45-OC 
Model # Price WxL Size Weight Cu. Ft. Size Approx. Approx. БИ E Corner 
Model # Pri WxL Weight "Ft: ea. 
DP-1818 61113 | 18°х18” 153/4x153/4 18 Ibs. 2 I — 544 E cL eu 
7 » » » = re We? 10 Ibs. 2 DRKC-90-IC 
DP-1824 1137 | 18° х 24° 15 3/4” x 21 3/ 23 Ibs. 2 DRKR-18 449 8”x 18” 15 Ibs. 2 90° Inside Corner 
DP-1830 1162 | 18° х 30° 153/4” x27 3/4” 28 Ibs. 3 DRKR-24 473 8x24 20 Ibs. 2 DRKC-90-0C 
DP-1836 1202 | 18° х36° 153/4” х 333/4” 33 Ibs. 3 MARE 543 8х30 25165. 2 О оос 
-36 602  8'x3e 30 Ibs. 3 
ы » » » » 752 ea. 
DP-1842 1293 | 19x42" 153/4x393/4 38 Ibs. 4 DRKR-42 Е owa Ый. 3 $ 
DP-1848 1394 | 18x48" 153/7 х453/47  43lbs. 4 DRKR-48 767 8”х48” 40 Ibs. 3 
COUNTERTOP GLASS RINSER UNDERCOUNTER GLASS RINSER 


Rinses away any impurities that might be in the glass! 


Rinses away any impurities that might be in the glass! 

* Mounts Easily to countertop or bar equipment 

* Brushed Stainless Steel 

* Water Rinser And Glass Actuator 
By Pushing Down On Glass 

* Threaded Drain For 1/2" Drain Hose 


* Mounts Easily to Underside Of Wood Substrate 
* Brushed Stainless Steel 
* Retrofit any liquid dispense station 
* Water Rinser And Glass Actuator 
By Pushing Down On Glass 
* Threaded Drain For 1/2" Drain Hose 


FACTORY 


INSTALLED ONLY 
SU-16 


Approx. Approx. 


Model # Price Size Wt Cu. Ft. 
SU-16 $993 6 3/8”x 6 3/8"x 3/4” 716. 1 
- - 2 O.A. Rinser Size Approx. Approx. 
Grass RINSER Fon PERFORATED DRAINBOARDS == T€ FUN Soil dig We ear ee 
(Activator Only) FACTORY INSTALLED ONLY EE 
SU-16UM $1316 63/8"x113/8"x1”  6-3/8'x6-3/8'x1"  8lbs. 1 
SU-16P $993 4 1/4" Diameter 3 Ibs. 1 SU-16P 


A WARNING: Faucets on this page may expose you to chemicals, including lead, that аге known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 93 


Underbar Basics” 


Free Standing Bar Hand/Dump Sinks 
Bar HAND SINKS © 


Bowl Size: 10" x 14" x 10" + 29” Working Height + 4" High Backsplash 
Includes 1-1/2" IPS Drain & Galvanized Legs w/ Adjustable Galvanized Side Cross-Bracing & Adjustable Plastic Bullet Feet 
Add SU-10A For Stainless Steel Leg & Stainless Steel Bullet Foot Upgrade w/ Front-to-Back Cross-Bracing $360 


18" Wide Units 


* 4" O.C. Splash Mounted 
Swing Spout Faucet 


21" Wide Units 


* 4" O.C. Deck Mounted Swing Spout Faucet 
* Rear Deck For Extra Storage 


Overall Approx. Approx. 
Model ғ Price Length Weight Си. Ft. 


SL-HS-12 $1337 122 31165. 5 
51-Н5-15 1419 15° 3416. 6 


Overall Approx. Approx. 
Model # Price Length Weight Си. Ft. 


CR-HS-12 $1385 122 S2lbs 6 
CR-HS-15 1458 15” 35 Ibs. 6 


HAND SINKS W/ BUILT-IN SOAP & TOWEL DISPENSERS 


Bowl & Faucet» 29” Working Height • 4" High Backsplash 
Includes 1 1/2” IPS Basket Drain & Galvanized Legs w/ Adjustable Galvanized Side Cross-Bracing & Adjustable Plastic Bullet Feet 
Add SU-10C For Stainless Steel Leg & Stainless Steel Bullet Foot Upgrade w/ Front-to-Back Cross-Bracing $360 


21” Wide Standard Units 


* 4” О.С. Deck Mounted Swing Spout Faucet 
* Rear Deck For Extra Storage 


21” Wide Side Splash Units 


* 4" О.С. Deck Mounted Swing Spout Faucet 
* 4” High Stainless Steel Side Splashes 
* Rear Deck For Extra Storage 


Overall Approx. Approx. 
Model # Price Length Weight Си. Ft. 


SC-12-TS $1733 122 45lbs. 4 
5С-15-Т5 1777 15” 49 Ibs. 4 


Overall Approx. Approx. 
Model # Price Length Weight Си. Ft. 


SC-12-TS-S $2169 17 50165. 4 
SC-15-TS-S 2219 15” 54 Ibs. 4 


18” Wide Units Available - Consult Factory 


HAND SINK ACCESSORIES & MODIFICATIONS 


Add Wrist Handles 1 Replacement Deck Mount ( Chrome Towel Ring 


, 

K-316-LU $167 Soap Dispenser V A-15 5136 Packed Loose 

For Deck & Splash Mount Faucets K-12 $21 1 6 

Replacement 6” Splash Add A Side Splash Stainless Steel Leg Upgrade 

Mount Faucet А “ Includes 2 Sets of (2) S/S Legs 

K-125 $432 SU-18RorL $229 w/ Adjustable S/S Bullet Feet 

OE east SU-18RL $463 & Adjustable S/S Front-to-Back 

E pow Cross-Bracing 
For 21" Wide Units * LegHeights Do Not Include 
<. Replacement 6” Deck SU-21RorL $250 1 1/4” Bullet Foot Height 

(RF Mount Faucet vem к» SU-10A $360 18 Legs 

K-51 $663 


SU-10C $360 1% Legs 
4” O.C. 6” Spout 


For Our Full Line Of Modifications & Accessories, See Page 118-120. 


94 | Ж WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 


Underbar Basics" 


BAR SINKS 
w/ 10” x 14” x 10” 


* 4" High Backsplash 

* 29” working Height 

* Molded Apron For Extra Durability 
* Each Sink Bowl Includes ап 
Overflow Pipe w/ 1 1/2” IPS Drain 
Galvanized Legs w/ Adjustable 
Galvanized Side Cross-Bracing 

& Adjustable Plastic Bullet Feet 


Splash Mounted Swing Spout Faucet 
* CRB Series Includes 1 - 4” О.С. 

Deck Mounted Swing Spout Faucet 

& Has Rear Deck For Extra Storage 
* 4Comp. Sinks Include Two 

6” Swing Spout Faucets 


| 
* SLB Series Includes 1 - 4” О.С. | 


L Апа В Indicate Sink Location. С Indicates Sink Is Centered. 


SPLASH MOUNT FAUCET DECK MOUNT FAUCET 


Spout 
Size 


Approx. 
Wt. 


Spout 
Size 


18” WIDE Price 21” WIDE Price 


Wt. 


SLB Series | 
18” Wide Units With 
Splash Mount Faucet 


Approx. 


О.А. 
Length 


Bar Sinks 


CRB Series | 
21" Wide Units With 
Deck Mount Faucet 


# of Drbd. 
Drbds. 


Approx. 
Length Cu. Ft. 


1 СОМР. SLB-31C 5516ѕ. | CRB-31C 52239 6” 55 Ibs. 36” 2 125 13 
SLB-22C 2145 6” 54 Ibs. CRB-22C 2309 6” 54 Ibs. 24” 0 М/А 8 
SLB-32LorR 2277 6” 57 Ibs. | CRB-32LorR 2429 6” 57 lbs. 36” 1 9” 13 
SLB-42LorR 2333 6” 62 Ibs. CRB-42LorR 2500 6” 62 Ibs. 48” 1 21 15 
SLB-42C 2333 6” 66 lbs. CRB-42C 2520 6” 66 Ibs. 48” 2 12” 15 
SLB-33C 2460 10” 65 165. CRB-33C 2628 12” 65 Ibs. 36” 0 М/А 13 
SLB-43LorR 2586 10” 68 Ibs. CRB-43LorR 2767 12” 68 Ibs. 48” 1 ” 15 
SLB-53C 2721 10” 76 Ibs. CRB-53C 2913 12” 76 Ibs. 60” 2 12 18 
SLB-63C 2869 10” 88 Ibs. | CRB-63C 3070 12” 88 Ibs. T2 2 18” 22 
SLB-73C 3190 10” 162 Ibs. | CRB-73C 3413 12” 170 lbs. 84” 2 24 39 
SLB-83C 3486 10” 183 Ibs. | CRB-83C 3741 12” 191 Ibs. 96” 2 30” 44 
SLB-64C* 3387 6” 92 Ibs. CRB-64C* 3608 6” 92 Ibs. 72” 2 12 22 
SLB-74C* 3603 ) 1641bs. | CRB-74C* 3853 6” 172 165. 84” 2 18” 39 
SLB-84C* 3915 185 Ibs. | CRB-84C* 4169 6” 193 lbs. 96” 2 24 44 

*4 Comp. Bar Sinks Include 2 - 6” Swing Spout Faucets 

Bar SINK 

Bar SINK & ІСЕ BIN Сомво MODIFICATIONS 


With Removable Plastic Bottle Racks 


• 4” Backsplash 

29” Working Height 

Three or Four Compartment - 10” x 14” Bowls 

Each Sink Bowl Includes Overflow Pipe & 1-1/2” I.P.S. Drain 

Molded Apron For Extra Durability 

24" x 15" x 8" Insulated Ice Bin; 54 Ibs. Ice Capacity 

Ice Bin Includes 1" IPS Drain 

* Galvanized Legs w/ Adjustable Galvanized Side Cross-Bracing 
& Adjustable Plastic Bullet Feet 

* SLC Series Includes 1 - 4" O.C., 10" Splash Mounted Swing Spout Faucet 

* CRC Series Includes 1 - 4" O.C., 12" Deck Mounted Swing Spout Faucet 
& Has Rear Deck For Extra Storage 


SLC-83C-R 


L And R Indicates Ice Bin Location. 


SPLASH MOUNT FAUCET 
18" WIDE Price 


DECK MOUNT FAUCET 


O.A. # of #of Ога. 
21” WIDE Price 


Length Bowls Drbds. Length 


Approx. 


Approx. 
Weight Cu. Ft. 


SLC-73C-LorR $3682 | CRC-73C-LorR $3935 84 3 2 19 185 lbs. 28 
SLC-83C-LorR 3817 | CRC-83C-LorR 4070 96 3 2 18 225 Ibs. 32 
SLC-84C-LorR* 4274 | CRC-84C-LorR* 4557 96 4 2 12” 225 Ibs. 32 


“4 Comp. Bar Sinks Include 2 - 6” Swing Spout Faucets 


For Our Full Line Of Speed Rails, See Page 101. 


Add A Side Splash 


For 18” Wide Units 


SU-18RorL $229 
SU-18RL $463 
For 21” Wide Units 

SU-21RorL $250 
SU-21RL $495 


Stainless Steel Leg Upgrade 


Includes 2 Sets of 
(2) S/S Legs w/ Adj. 
S/S Bullet Feet & Adj. 
S/S Front-to-Back 
Cross-Bracing 
* Leg Heights Do Not 
Include 1 1/4” Bullet Foot Ht. 


SU-10A $360 
18” Legs 


A WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p6awarnings.ca.gov. 95 


All Bottle Racks Must Ве Removed For 
NSF Compliance & For Use With Optional Cover 


Ice Bins 


12" or 16" Deep Insulated Ice Bins • 29" Working Height 


* 4" Backsplash 

* Includes Two Removable Plastic Bottle Racks 

* Galvanized Legs w/ Adjustable Galvanized Side Cross-Bracing 
& Adjustable Plastic Bullet Feet 
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Underbar Basics" 


Quick Pour Bottles Not Included 


ta 


e CRI Series Has Rear Deck For Extra Storage | SLI Series CRI Series | 
' na | 18" Wide Units 21" Wide Units 
* Optional 7or 10 Circuit Cold Plate Sealed Into The Bottom 
Ice Bin Depth O.A. Ice Bin Capacity 18" WIDE Price Approx. Wt. 21" WIDE Price Approx. Wt. Approx. Cu. Ft. 
|? 35 Ibs. SLI-12-12 $1462 46 165. CRI-12-12 $1484 50 Ibs. 
24” 77 Ibs. SLI-12-24 1715 60 Ibs. CRI-12-24 1829 65 Ibs. 8 
30” 98 Ibs. SLI-12-30 1895 68 Ibs. CRI-12-30 2079 72 lbs. 11 
36” 119 Ibs. SLI-12-36 2071 78 lbs. CRI-12-36 2220 80 Ibs. 12 
42” 140 Ibs. SLI-12-42 2167 84 Ibs. CRI-12-42 2311 90 Ibs. 13 
48” 161 Ibs. SLI-12-48 2264 90 Ibs. CRI-12-48 2412 98 Ibs. 14 
24” 100 Ibs. SLI-16-24 2196 69 Ibs. CRI-16-24 2361 72 Ibs. 8 
30” 127 165. 50-16-30 2445 78 Ibs. CRI-16-30 2625 82 Ibs. 12 
36” 155 Ibs. SLI-16-36 2695 86 Ibs. CRI-16-36 2888 90 Ibs. 17 
w/ 7-CIRCUIT COLD PLATE 
24” 77 lbs. SLI-12-24-7 3515 119 Ibs. CRI-12-24-7 3631 122 Ibs. 8 
30” 128 Ibs. SLI-12-30-7 3697 133 Ibs. CRI-12-30-7 3826 136 Ibs. 11 
36” 149 Ibs. SLI-12-36-7 3871 144 Ibs. CRI-12-36-7 4019 147 Ibs. 13 
42” 170 Ibs. SLI-12-42-7 3966 157 Ibs. CRI-12-42-7 4110 163 Ibs. 13 
48” 191 Ibs. SLI-12-48-7 4065 169 Ibs. CRI-12-48-7 4123 175 Ibs. 14 
24” 100 Ibs. SLI-16-24-7 3993 128 Ibs. CRI-16-24-7 4159 136 Ibs. 8 
30” 127 lbs. SLI-16-30-7 4241 140 Ibs. CRI-16-30-7 4428 143 Ibs. 12 
36” 155 Ibs. SLI-16-36-7 4499 153 Ibs. CRI-16-36-7 4690 59 Ibs. 17 
w/ 10-CIRCUIT COLD PLATE 
30” 98 Ibs. SLI-12-30-10 5300 165 Ibs. CRI-12-30-10 4794 69 Ibs. 11 
36” 119 Ibs. SLI-12-36-10 5696 177 Ibs. CRI-12-36-10 4927 181 Ibs. 12 
42” 140 Ibs. SLI-12-42-10 4924 186 Ibs. CRI-12-42-10 5171 191 Ibs. 13 
48” 161 Ibs. SLI-12-48-10 5133 201 Ibs. CRI-12-48-10 5357 206 Ibs. 14 
30” 127 Ibs. SLI-16-30-10 5300 174 Ibs. CRI-16-30-10 5712 180 Ibs. 12 
36” 155 Ibs. SLI-16-36-10 5696 185 Ibs. CRI-16-36-10 6049 192 Ibs. 177 
! d 

INSULATED BOTTLE STORAGE BIN Quick Pour Bottles Not included “Т E” 

Featuring 12” Deep Insulated Ice Bin 

* 4” Backsplash м 

• 29” working height 

° Includes Two 3-Pack Plastic Bottle Racks 18” WIDE Approx. 21” WIDE Approx: сезіп 

* Galvanized Legs w/ Adjustable Model # Price Weight | Model # Price| Weight Ш Capacity 


Galvanized Side Cross-Bracing 


Approx. Г 
Cu. Ft. @ v 


& Adjustable Plastic Bullet Feet SLI-12-12 $1462 46 Ibs. | CRI-12-12 $1484 | 50105. 12” 35 Ibs. 6 z 
e 1" 1.P.S. Drain SLI-12-12 
PORTABLE ICE BIN 16" Extra Deep For Beer Bottle Storage 18 3/4" 
* Insulated Ice Bin : Size ісе Ein Approx. Approx. WIDE 
* 29" working height Model ғ Price LxWxH Capacity ^ Weight Cu. Ft. 
* Stainless Steel Welded Cross-Braced SCI-MIC-24 $1986 |24"x183/4'x29" 100lbs. 1201р. 7 
Legs w/ Casters (2 w/ Brakes) SCI-MIC-30 2072 | 30” x 18 3/4" x 29" 127 Ibs. 130 Ibs. 12 
* 1” IPS Drain w/ Shut Off Valve SCI-MIC-36 2225 | 36” х 18 3/47 х29° 155lbs. 145165. 16 


Ice Bin ACCESSORIES & MODIFICATIONS 


Stainless Steel Leg Upgrade 
Includes 2 Sets of (2) S/S Legs w/ Adj. S/S Bullet Feet 
& Adj. S/S Front-to-Back Cross-Bracing 


SU-10B 10” legs (16" Deep Ice Bins) $347 
Sliding Stainless Steel Covers For Ice Bins SU-10C 14” legs (12” Deep Ice Bins) Leg 360 
For SLI & CRI Series Heights Do Not Include 1 1/4” 
Bullet Foot Height 
SSC-12 For 12” Ice Bin ` $240 Stainless Steel Ice Bin Partitions 
SSC-24 For 24” Ice Bin 268 A-38 8” High x 14 3/4” Wide Partition 174 
SSC-30 For 30” Ice Bin 297 For Older Style Ice Bins Prior to 2015 A-39 12” High x 14 3/4” Wide Partition 174 
; A-40 16" High x 14 3/4" Wide Partition 174 
SSC-36 Р П 1 SSC-23 Ғог24 (се Біп се 311 
SeS Fores eB ets 5 50-24 Provision To Connect Underbar — ^... 199 
SSG-A42 For42'oeBiW =s 363 55С-29 For30'leeBin 7 325 Equipment (Price Per Every 2 Units) 
SSC-48 For 48” Ice Bin sss 374 SSC-35 For36'lceBin ^ 345 50-30 Soda Chase Provision (Tip-Out) ^ ^... 637 
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(Only For Ice Bins w/Backsplash) 


Underbar Basics" 


Standard & Specialty Bar Drainboards 


Qo All Drainboards Are NSF Approved 


FREE-STANDING BAR DRAINBOARDS 


Embossed & Seamless Drainboard 29" Working Heig ht 
4" Backsplash 


Galvanized Legs w/ Adjustable 


Galvanized Side Cross-Bracing Overall Approx. Cu. Approx. Cu. 
& Adjustable Plastic Bullet Feet Length | 18" WIDE price weight ғ. | 21" WIDE Price weight Ft 
* 1"IPS Drain 
СЫР: Series МЕЕ ЦИК Dick 12 | SLD-12 $927 2616ѕ. 7 | CRD-12 $1035 281. 
For Extra Storage 18 | SLD-18 1020 29!bs. 7 | CRD-18 1167 230!bs. 
24" SLD-2 1191 35lbs. 7 | CRD-2 1267 39 lbs. 
30” SLD-30 1263 40lbs. 10 | CRD-30 1436 41166. 12 
36” SLD-3 1384 42\bs. 10 | CRD-3 1520 471. 12 
» 
Маке 24” CORNER DRAINBOARDS 48” SLD-4 1640 55\bs. 12 | CRD-4 1767 5ilbs. 16 
Add to SLD-2 or CRD-2 Drainboards Only 
Model # Pri WxL : Р ; 
SE GR SSG Еа Add SU-40 To Prep Unit For Speed Rail Installation - $116 


SU-2124R or L 334 21”x 24” 


RECESSED BAR DRAINBOARDS 
Holds Multiple Tiers Of Glasses + 23 1/2" Working Height 


* Includes Four Galvanized Legs w/ * 1” IPS Drain Centered In Drainboard 
Adjustable Galvanized Side Cross-Bracing * CR-GS Series Has Rear Deck 
& Adjustable Plastic Bullet Feet For Extra Storage 


“ Embossed And Seamless Drainboard 


Overall Approx. Cu. Approx. Cu. 


Length | 23" WIDE price weight ғ. | 26" WIDE Price weight Ft 


12° | SL-GS-12 $864 20Ibs. 6 | CR-GS-12 $982 201ьѕ. 6 
15” SL-GS-15 912 221ьѕ. 6 | CR-GS-15 1002 2216ѕ. 6 
7 8 
7 8 


18" SL-GS-18 993 24 Ibs. CR-GS-18 1076 24 Ibs. 
24” SL-GS-24 1109 28 Ibs. CR-GS-24 1229 28 lbs. 


SL-GS-12 Shown CR-GS-18 shown 
23” Wide Units 26” Wide Units 


FROZEN DRINK MACHINE STANDS 
10-1/2” Working Height 


* 14” Backsplash 
* Features A Lower Working Height 
To Accommodate The Height Of Most 


Drink Machines For Underbar Use SCFD-1 8 $1 441 
18” x 28” x 33” 

Holds One Drink Machine 
45 Ibs. 10 Cu. Ft. 


* Beveled Front 
: * Drain Centered In Back Of Unit 
Creased surface * Galvanized Legs w/ Adjustable 


to allow liquids to f Plastic Bullet Feet 
low towards rear * Adjustable Galvanized Side Cross-Bracing 


center drain 
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Underbar Basics" 


Blender Stations & Uni-Serv Speed Bar 


qu 


BLENDER STATIONS «Е? 
Includes Four Galvanized Legs w/ Adjustable Plastic Bullet Feet All Blender Stations Include A 
Featuring Adjustable Galvanized Side Cross-Bracing 15A - 120V GFI Duplex Receptacle 
All Faucets Meet Federal Lead Free Standards Hidden Beneath Blender Shelf WANT US TO CONNECT IT? 
. Add SU-24 
w/ Dump Sink & Faucet Price Per Every Two Units $199 
* Dump Sink * SL-RS Series Includes 4" O.C. Splash Mounted 
° 4 Backsplash Swing Spout Faucet 
* 15А - 120V GFI Duplex Outlet Hidden Beneath Shelf » CR-RS Series Includes 4” O.C. Deck Mounted 
e Recessed Step For Blenders Swing Spout Faucet And Has Rear Deck 
e Grommet Hole For Blender Power Cords For Extra Storage 
e 1” IPS Drain 
Overall Approx. Approx. Approx. Approx. 
Length | 23" WIDE Price weight сик. | 26" WIDE Price weight cu. Ft. 
SL-RS Series CR-RS Series 
23” Wide Units With 26” Wide Units With I SL-RS-12 $1 550 20105. 6 CR-RS-12 $1617 21 Ibs. 6 
Splash Mount Faucet Deck Mount Faucet 18 | SL-RS-18 1777 2310. 6 CR-RS-18 1852 23lbs. 6 


BLENDER STATION ACCESSORIES & MODIFICATIONS 


6” Stainless Steel 


Dipper Well ol 
Open Waste Chute Faucet 
Fits 6” Dia. Cutout 
ТЕ $224 | 
А-16 А-17 5182 
А-15 Chrome Towel Ring (Packed 1006022... $136 6” Dipper Well with | 
А-16 Perforated Basket (Fits 10" x 14" x 7” & 31 Insert and Drain Water Filler Faucet 
ТО x 14^ x10 Sinks) — — m Fits 6" Dia. Cutout К-54 
А-17 Perforated Basket (Fits 9-1/2" x 11-1/2" x 6 Sink) 2222. 334 А-7 8-1/2” High $744 
5476 К-54А 
K-316-LU Add Wrist Handles — ^ 00 06e 167 13° High 5845 
SU-10A 18" Stainless Steel Leg Upgrade (Set of 4 360 Add SU-34 Cutout for A6 or A-7 E 
-Includes Adjustable Front-to-Back Cross-Bracing) ^ $135 
UNI-SERV SPEED BAR © 
12" Deep Ice Bin w/ Dump Sink, Recessed Drainboard & Blender Station • 29" Working Height 
Blender Station ісе Bin Removable 
w/ Dump Sink Bottle Rack * 4" Backsplash 
* 20 FrontToBack = 15A - 120V GFI Duplex 
* SRK-30 - 30" Speed Rail Receptacle Hidden 
* 30" Insulated Ice Bin Beneath Blender Shelf 
* 98 Ibs. Ice Bin Capacity 
* Two Removable Plastic Bottle Racks 
* Optional 7-Circuit Cold Plate Sealed 
Into The Bottom Of Ice Bin | Overall Approx. Approx. 
Dump Sink Model # Price Length Weight Си. Ft. 


4” О.С. Deck Mounted Swing Spout Faucet 
Recessed Drainboard for Glassware 


CRU-60L or R $4831 60" 110lbs. 23 


Speed Вай Dual Blender/Mixer Recess 
Drainboard Galvanized Legs w/ Adjustable Plastic w/ 7-CIRCUIT COLD PLATE 
Bullet Feet & Adjustable Galvanized CRU-60L-7 or R-7 6772 60” 193lbs. 23 
CRU-60R Shown Side Cross-Bracing L And Н Indicate Ice Bin Location. 


A WARNING: Equipment that includes а faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 
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Underbar Basics" 


BEER Box 
18" Deep • 29" Working Height 


* Perforated False Bottom Allows ° 
Melted Ice To Drain 

* False Bottom Is Removable For Easy Cleaning 

* 4"Backsplash 


Stainless Steel Legs w/ Adjustable 
Stainless Steel Bullet Feet 
° 171.Р.5. Drain 


Overall ісе Bin Liner Size Capacity of Approx. 
Model # Price Length WxLxH Bottled Beer Weight 
CRBB-48 $3176 48” 20 3/4” x 45 3/4” x 18” 12 cases 220 Ibs. 
CRBB-60 3399 60” 20 3/4” x 57 3/4” x 18” 18 cases 225 Ibs. 


Add SU-55 For Stainless Steel Divider add $240 ea. 


Liquor DispLays © 
Tiered Steps & Retaining Bars Securely Display Liquor Bottles 


Liquor Display Rack 


* Sound Deadened 
* 4" Backsplash 
* Galvanized Legs w/ Adjustable Plastic Bullet Feet 
* Adjustable Galvanized Side Cross-Bracing 
* 26" Wide Units Have Rear Deck 
For Extra Storage 


LD-1824 


Overall pa | Approx. Approx. 
Model # Price Length Capacity Weight Cu. Ft. 
LD-1812 $1420 125 12 30 Ibs. 15 
LD-1818 1570 18” 20 35 Ibs. 20 
LD-1824 1898 24” 28 40 165. 30 
LD-2112 1552 12” 12 30 Ibs. 15 
LD-2118 1752 18” 20 35 Ibs. 20 
LD-2124 1989 24” 28 40 Ibs. 30 


Beer & Liquor Storage 


BEER Box COVERS 
Includes Two Padded Locks & Keys 


Beer Box Covers Must Be Removed 


Approx. 
Cu. Ft. During Normal Operation 
14 Tes : 
Model # Description Price 
z SU-35A  For48'BeerBox $997 
SU-35B  For60'BeerBox 1253 


Liquor Display Cabinet 


* Stainless Steel Cabinet 
* 4" Backsplash 
* Stainless Steel Legs 

w/ Adjustable Bullet Feet 


REMOVABLE STAINLESS STEEL LIQUOR DISPLAY COVERS 
Includes Padlock & Two Keys. Factory Installed Only. 


Display Rack Cover 
For LD Models Only 


Length Model # Price 
12” LC-1812 $718 
18” LC-1818 796 
24” LC-1824 877 
12” LC-2112 773 
18” LC-2118 853 
24” LC-2124 966 


Approx. 
Overall Bottle Approx. Approx. 
Model # Price Length Capacity Weight Cu. Ft. 
CRLR-12 $1697 12" 15 35 Ibs. 7 
CRLR-18 1975 18 20 36 Ibs. 10 
CRLR-24 2393 24” 30 42 lbs. 13 
CRLR-30 2463 30 35 47 lbs. 14 
CRLR-36 2620 36” 45 50 Ibs. 15 
Display Cabinet Cover 
For CRLR Models Only 
Length Model # Price 
12” LC-12 $869 
18” LC-18 941 
24” LC-24 997 
30” LC-30 1115 
36” LC-36 1203 


For Speed Rails, See Page 101. 
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Glassware Storage 


Glass Racks Not Included * Approximate Weights & Cubes Listed 


UNDERBAR STORAGE CABINETS 
With Seamless & Embossed Drainboard Top 


Drainboard Cabinets 


* 21” Width (Front to Back) 

* 4” Backsplash 

“ 1" IPS Drain In Back Right Corner Of Top 

“ 3” Diameter Drain Hole In Upper Right Corner 
Of Back Panel 

* Stainless Steel Legs w/ Adjustable Bullet Feet 


OPEN BASE 
CRD-2B Shown 


2 TIER STORAGE UNIT 
OPEN BASE 2 TIER STORAGE UNIT WITH HINGED DOOR 


© 


w/ MID-SHELF 
CRD-2BM Shown 


Underbar Basics” 


W/ MID-SHELF & DOOR 
CRD-2BMD Shown 


Size Approx. Approx. 
WxLxH Model # Price Model # Price Model # Price Weight Си. Ft. 
21” x 24” x 33” CRD-2B $2045 | CRD-2BM $2503 | CRD-2BMD $2732 |sobs 14 
21” x 30” x 33” CRD-30B 2143 CRD-30BM 2627 CRD-30BMD 2866 | 99lbs. 18 
21” x 36” x 33” CRD-3B 2382 CRD-3BM 2874 CRD-3BMD 3113 |1401ьѕ. 20 
21” x 48” x 33” CRD-4B 2586 CRD-4BM 3079 CRD-4BMD 3285 1521. 20 
24” Glass Rack Storage Unit Cabinet w/ Dump Sink & Waste Chute 
: • 21" x 18" x 33" 


* 21" Width (Front to Back) 

* 4" Backsplash 

* Holds Up To 3 Glass Racks 

* Stainless Steel Glass Rack Slides 


Of Back Panel 


52 lbs. 13 Cu. Ft. 


CRCR-24 $2070 
Flat Top - Drain Not Included 


CRCR-24-CT $2132 
Corrugated Top 


CRCR-24-CT 


e 1" IPS Drain In Back Right Corner Of Top 
* 3” Diameter Drain Hole In Upper Right Corner 


* Stainless Steel Legs w/ Adjustable Bullet Feet 


Ў 


CABINET MODIFICATIONS & ACCESSORIES 


Add A Sink $1316 


Splash Mount Faucet Included 


SU-22A 10" x 14” x 10” Bowl 


SU-22C 9” x 9" x 4" Bowl 


Add A Door Lock 
SU-27 $451 


• Includes 2 Keys 


Add A Liquid Waste Chute 
With Filler Faucet 

SU-36 $1307 

• 5 1/2” Dia. Liquid Waste Chute 


• Includes K-54 Push-Back 


Water Filler Faucet 
(Meets Federal Lead Free Standards) 


Add A Dipperwell Only 
A-7 $476 
e 5 1/2” Diameter 


* 1-1/2” NPT Drain Connection 
• Factory Installed. Includes TA-34 


* Includes 1 Hinged Door 

• 9” x 9" x 4” Dump Sink 

* 4" O.C. Splash Mounted Swing Spout 
Lead Free Compliant Faucet 

* 5 1/2" Diameter Waste Chute 

* Stainless Steel Legs w/ Adjustable 
Bullet Feet 


64 Ibs. 15 Cu. Ft. 
CRDW-18 $3149 


Shown With Optional Door Lock 
and Wrist Handle Faucet 


WANT US TO 
CONNECT IT? 


Add SU-24 $199 


Price Per Every Two Units 


Cutout 
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Underbar Basics” 


STANDARD SPEED Rais @ 


Stainless Steel Speed Rails 


* Keyhole Installation 


SINGLE Price 


BK-15 $143 
BK-2 145 
BK-30 161 
BK-3 168 
BK-4 205 


Black Plastic Speed Rails 


Size 
WxLxH 
41/2" x 15"x 5 1/2" 
41/2"x24" x 5 1/2" 
41/2” x 30” x 5 1/2" 
4 1/2" x 36” x 5 1/2" 
41/2" x 48” x 5 1/2" 


Bottle 


Capacity Wt. Ft. 


* Injection Molded Black Plastic Construction 
* Packed 6 Per Carton (Must Order Qty. of 6) 
* Liquor Bottle Capacity = 5 Per Speed Rail 


Model £ Price 


KS-2K $80 41/8”х23”х53/8” 16 lbs. 


Size 
WxLxH 


Wt. 


Speed Rail Features: 


* Available In Lengths Measuring From 1 Ft. to 8 Ft. 
* Provides Basic Bar Equipment With A Custom Look 
* Allows Extra Storage For Liquor Bottles 


Cu. Size 
DOUBLE Price WxLxH 
4ls. 1 | DT-15 $267 8 1/2”x 15"x7” 
5lbs. 1 | DT-2 273 8 1/2”x 24"x7” 
6lbs. 1 | DT-30 292 8 1/2”x30"x7” 
6lbs. 1 | DT-3 307 81/2” x36” x7” 
8lbs. 1 | DT-4 371 81/2" x48" x7” 


Cu. 
Ft. 


2 


Bottle 
Capacity Wt. Ft. 


8-10 
10-12 
16-18 
18-20 
24-26 


7 lbs. 
8 Ibs. 
10 Ibs. 
11 Ibs. 
18 Ibs. 


EM. BN. Em 


Add Strap Hangers | 
PR-STRAP $68 | 


Cu. 


For KS-2K Only 


Speed Rails 


Single Tier 
BK-2 Shown 


Double Tier 
DT-30 Shown 


| 


| 
$ 


Heavy Duty STAINLESS STEEL SPEED Rans © 


Keyhole Installation 


Standard HD Speed Rails 


SINGLE TIER 
SRK-2 Shown 


SINGLE 
SRK-12 $474 
SRK-15 479 
SRK-18 481 
SRK-2 510 
SRK-30 514 
SRK-3 516 
SRK-42 513 
SRK-4 522 
SRK-5 533 
SRK-6 559 
SRK-7 602 
SRK-8 614 


Price 


D) 


WxLxH 


5 1/4” x 12” x 7 3/4” 
5 1/4” х 15” x 7 3/4” 
5 1/4” x 18” x 7 3/4” 
5 1/4” x 24” x 7 3/4” 
5 1/4” x 30” x 7 3/4” 
5 1/4” x 36” x 7 3/4” 
5 1/4” x 42” x 7 3/4” 
5 1/4” x 48” x 7 3/4” 
5 1/4” x 60” x 7 3/4” 
5 1/4” x 72” x 7 3/4” 
5 1/4” x 84” x 7 3/4” 
5 1/4” x 96” x 7 3/4” 


4-5 

5-6 

7-8 

9-10 

11-12 
13-14 
15-18 
19-22 
23-26 
27-28 


Make An Odd Length 


Speed Rail 
SU-41 $96 


DOUBLE TIER 
SRKD-18 Shown 


DOUBLE Price 
SRKD-12 $528 


SRKD-15 534 
SRKD-18 587 
SRKD-2 682 
SRKD-30 758 
SRKD-3 747 
SRKD-42 764 
SRKD-4 805 
SRKD-5 855 
SRKD-6 919 
SRKD-7 1007 
SRKD-8 1059 


Size 
WxLxH 


10 1/2” х 12” х 9 1/4” 
10 1/2” x 15" x 9 1/4” 
10 1/2” x 18" x 9 1/4" 
10 1/2" x 24" x 9 1/4" 
10 1/2" x 30" x 9 1/4" 
10 1/2" x 36" x 9 1/4" 
10 1/2" x 42" x 9 1/4" 
10 1/2" x 48" x 9 1/4" 
10 1/2" x 60" x 9 1/4" 
10 1/2" x 72" x 9 1/4" 
10 1/2" x 84" x 9 1/4" 
10 1/2" x 96" x 9 1/4" 


Make Speed Rail Accommodate 
1/2 Gallon Bottles 
SU-42 $128 


No EMO Dt o- E- C- Е 


Hang-On Style 


* Removable 


* Hangs On First Tier Of Any 
SRK Series Speed Rail 
* Doubles Liquor Storage 


Model # 


SR-12H 
SR-15H 
SR-18H 
SR-2H 
SR-30H 
SR-3H 
SR-42H 
SR-4H 


Price 


$257 
266 
275 
281 
299 
316 
328 
334 


Size 

WxLxH 
6 1/4” x 12” x 8 1/2” 
6 1/4” x 15" x 8 1/2" 
6 1/4” x 18" x 8 1/2" 
6 1/4” x 24” x 8 1/2" 
6 1/4" x 30” x 8 1/2" 
6 1/4” x 36” x 8 1/2" 
6 1/4” x 42” x 8 1/2" 
6 1/4” x 48” x 8 1/2" 


» 


PR-STRAP 


4-5 

5-6 

7-8 
9-10 
11-12 
18-14 


Hang-On Style Speed Rails Are Not To Be Used 
With Any Other Manufacturer's Speed Rails 


For Liquor Racks, See Page 99. 
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RESTIGE 
Соу эи 
MODULAR BAR DIE SYSTEM 


Exclusively For Advance Tabco’s Prestige Bar Equipment 


Sample Modular Bar Die Layout Actual Job Shown Set Up for Quality Check 


BBR-35 PRSJT-12-DR BBR-35 
(Back Bar Refrigeration) (Trash Cabinet) | (Back Bar Refrigeration) 


ІІ! 


(Recessed GFI Outlet) 2 7 ; PRPOS-1 8 sou BRIS — 
Cabinet) PRHSST-24-12 B P 
(HandSin  PRRS-19-12 <“, 
; we Dru (Blender Stations)“ \ 
pi 


РВҒ-20-45ІСМ 


(60° Inside Corner) 


PRF-20-45ICM 


(60? Inside Corner) 


SU-62C 
(Recessed GFI Outlet) 


SU-78 
PRC-19-48L-10 PRDSR-48 (Upgrade to 18 Ga) 
(Ice Bin & Storage Combo) (Speed Rail) 


SU-62C | 
(Recessed GFI Outlet) ee 
y- (Blender Stations) 


PRF-20-45ICM M % *——~ PRLR-18 


(60° Inside Corner) (Liquor Display Cabinet) 


PRE-20-45ICM Quality & Customer 
Satisfaction Is Our Top Priority! 


GWHT-24 
(Glass Washer) 
PRHSST-24-12 


(Hand Sink) 
PRSJT-12-DR PRWC-19-18 Our factory takes the time to set up 
(Trash Cabinet) (Dump Sink with Waste Chute) . . 
: your entire Bar Die System to ensure 


all equipment properly fits and matches 
PRSCD-19-18 PRLR-18 "T 
Шы (Drainboard Cabinet) (Liquor Display Cabinet) your specifications. 

PR-44X42SP-10R y < 
GWHT-24 (Pass-Thru Workstation) 4 oy 
ын Jay = PRSIT-24-DR Floor Templates 

2n / (Trash Cabinet) 
| — [о] ; Available 

HE e |== DN SU-82 

| шас с. PRF-2045ICM 
PRF-2045ICM ea) (60° Comer Filler) ici 
(60° Corner Filler) BBR-35 | кен Call Factory For Pricing 

(Back Bar Refrigeration) | = 
= PRPOS-18-DR 


(Point of Sales Cabinet) 


Bar Top And Drink Rail Can Be Fabricated 
From Equipment Drawings Ahead Of Time. 


З. Electrical 


Conduit 


Removable Panel 
For Beer/Soda Line 
Installation 


| - Plumbing Lines 


„чїй: m Drain Conduit 


Contact Our SmartFab Department For Details at 


800-645-3166 


or 
SmartFab@advancetabco.com 


Front Panels Can 
Attach Directly To 
Bar Die Structure. 
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RESTIGE 
Pignature Series 
MODULAR BAR DIE SYSTEM 9 


Bartender’s Side Features: 
20 Gauge, 302 Stainless steel 


* Die Wall Can Be Sealed To The Floor, Eliminating Moisture In The Bar Structure. Galvanized Bar Die Wall 


“ Recessed Equipment Outlets Allow Bar Equipment To Be Flush Stainless Steel Exterior On Bar Side, Galvanized Upright Structure 
Against Bar Die Wall. Model # PR-BARDIE 
e GFI Outlets Set In Place (To Be Wired By Local Electrician To Meet Local Codes) $550 per foot 


* Stainless Steel Panels Supplied Where Equipment By Others Is Located. . : 
EP р y Stainless Steel Bar Die Wall 


e Precise Engineering To Ensure An Exact Fit. Stainless Steel Exterior On Bar Side, Stainless Steel Upright Structure 
* Enclosed Casing For Beer Towers. Model # PR-BARDIE-SS 
* Soda Gun Outlets Supplied (Location Must Be Specified). $655 per foot 


* Cantilever System Made For Advance Tabco's Prestige Bar Equipment, 
Eliminating The Need For Legs. 


* Pre-Defined Space For Plumbing And Drain Lines. 


Flat Panel Section Cabinet Section 


w/ Recessed Outlet 


Ice Bin Section 


STAINLESS STEEL 
DRAINBOARD FILLERS 


Bolt On To Sides Of Equipment 
Multiple Angles Available • Optional Legs 


(See Page 109) 
Contact SmartFab Department For Details & Pricing 


Bar DIE SYSTEM ACCESSORIES & MODIFICATIONS Floor Templates 


Factory Installed Only - Except SU-BDB-100 (Supplied Loose For In Field Positioning) Availa ble 


SU-82 Call For Price 
Recessed ОР! Cool White LED Light 1.5 Wat (use 


Duplex Outlet * Single Box w/ Cover Plate 
* Power Supply & Wiring Not Included 


SU-62C $685 
SU-BDL-CW $300 ea. 


Receptacle Box LED Light Power Supply (une 
Only “100 Watts P 


š а • Handles Up to 35 Lights 
SU-62F $90 Templates Are Printed On Paper Rolls 


SU-BDT-100 $339 ea. & Are Marked For Easy Alignment 


бі - : Featuring Әсер Огашп 


Underbar Hand Sinks 


All Prestige Hand Sinks Feature: 

° Deep Drawn Seamless Sink Bowl 29” Working Height 

* 11/2” IPS, 3 1/2” Basket Drain All Faucets Included Meet Federal Lead Free Standards 
* 7” Backsplash 

* Stainless Steel Legs w/ Stainless Steel Adjustable Bullet Feet 

* Adjustable Stainless Steel Side Cross-Bracing (Except PRHSC series) 


STANDARD BAR HAND SINKS 


e PRHS-19 Series Includes 
4” О.С. Splash Mt. Swing Spout Faucet 
e PRHS-24 Series Includes 
4” О.С. Deck Mt. Swing Spout Faucet 
& Has Rear Deck For Extra Storage 


w/ SPLASH MOUNT FAUCET 
L 20" WIDE Price Wt Cu. 
PRHS-19-12 $1811 35 105. 8 
PRHS-19-18 1837 40 Ibs. 


w/ DECK MOUNT FAUCET 


PRHS-24-12 $1890 28\lbs. 8 
PRHS-24-18 1915 30lbs. 9 


18” 


PRHS-19-12 Shown 


HAND SINKS WITH Soar & TOWEL DISPENSER 


* Deck Mount Soap Dispenser 
e  C-Fold Towel Dispenser 
e PRHSST-19 Series Includes 
4" O.C. Splash Mt. Swing Spout Faucet 
e PRHSST-24 Series Includes 
K-124 Deck Mt. Faucet & Has 
Rear Deck For Extra Storage 


w/ SPLASH MOUNT FAUCET 
L 20" WIDE Price Wt Cu. 
PRHSST-19-12 $2201 53 lbs. 8 
PRHSST-19-18 2224 55 lbs. 9 


w/ DECK MOUNT FAUCET 
25” WIDE Price wt Cu. 
PRHSST-24-12 $2269  58lbs. 8 
PRHSST-24-18 2292 60lbs. 9 


18" 


PRHSST-24-12 Shown 


HAND SINK ACCESSORIES & MODIFICATIONS 


K-123 Replacement Splash Mt. Faucet $493 

_ { К-124 Replacement Deck Mt. Faucet 479 

"ыы / | SU-73 Add Mirror Finish Factory instal Only 582 
( ) SU-74 All Stainless Steel Construction Upgrade 692 

Add Wrist Handles rome Towel Replacement SU-75 Add Welded Stainless Steel Cross-Bracing 166 
Available For Splash or Ring Soap Deck Mount SU-20RorL Right or Left Side Splash for 20” Wide Unit 255 
шыма Packed Loose Dispenser SU-20RL Right & Left Side Splash for 20" Wide Unt 505 
K-316-LU $167 A-15 $136 K-12 $211 SU-25R or L Right or Left Side Splash for 25” Wide Unt 304 


SU-25RL Right & Left Side Splash for 25” Wide Unit 678 


For Our Full Line Of Accessories & Modifications, See Pages 118-120. 
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— 


29" Working Height 


АП Faucets Included Meet Federal Lead Free Standards 


HAND SINK WITH DRAINBOARD 


* One Piece Deep Drawn 14” X 10” X 7” Sink Bowl * Removable Perforated Drainboard Top 

With 2” Drain And Strainer Plate • Stainless Steel Legs With Adjustable Stainless Steel Bullet Feet 
* K-125 Splash Mount Swing Spout Faucet e 7” Backsplash. 
• Sturdy Stainless Steel Base Cabinet 


Cu. Features 
L | 25” WIDE Price wt Ft. Removable Perforated 


24” | PRSCS-25-24 63177 74\bs. 19 Drainboard Тор 


HAND SINK WITH GLASS RINSER 


* One Piece Deep Drawn 9" x 9" x 4” Sink Bowl With * Stainless Steel Top, Apron, Sides, Legs And Adjustable Bullet Feet 
2" Drain And Strainer Plate * Stainless Steel Glass Rinser With Removable Drainboard 

* K-125 Splash Mount Swing Spout Faucet * Adjustable Stainless Steel Side Cross-Bracing 

* 29" Working Height 

* 7" Backsplash 


Cu. Features 
L | 25" WIDE Price М. Ft. Removable Perforated 
18° | PRCS-25-12 52585 6510. 7 Drainboard Top 


HAND SINK WITH GLASS RINSER 
& DIPPER WELL 


* One Piece Deep Drawn 14” x 10” x 7” Sink Bowl * Stainless Steel Top, Apron, Sides, Legs And Adjustable Bullet Feet 
With 2” Drain And Strainer Plate * Dipper Well With A-33 Faucet 

e K-125 Splash Mount Swing Spout Faucet * Stainless Steel Glass Rinser With Removable Drainboard 

* 29” Working Height * Adjustable Stainless Steel Side Cross-Bracing 


* 7" Backsplash 


Cu. 


L | 25” WIDE Price w. Ft Features 
Removable Perforated 
ааа Drainboard Тор 


HAND SINK WITH GLass RINSER, 
DIPPER WELL & CUTTING BOARD 


“ One Piece Deep Drawn 9” x 9” x 4” Sink Bowl * Stainless Steel Top, Apron, Sides, Legs And Adjustable Bullet Feet 
With 2" Drain And Strainer Plate * Dipper Well With A-33 Faucet 
* K-125 Splash Mount Swing Spout Faucet * Stainless Steel Glass Rinser With Removable Drainboard 
* 29" Working Height * Adjustable Stainless Steel Side Cross-Bracing 
* 7" Backsplash * Removable 10" x 12" Poly Cutting Board 
Cu. Features 


L | 25” WIDE Price М. Ft. 


Removable Perforated 
24” | PRSP-25-24 $3490 воз. 11 Drainboard Top 


А WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 


| & Featuring Deep Drawn | RESTIGE 
Seamless Sink Bowls (С) AU sinks are NSF approved Signature (levies 


Underbar Multi-Use Hand Sinks 
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R E S Т | с Е Qo АІ Drainboards Are NSF Approved 
Oran Series 
Hand Sink Cabinets 


HAND SINKS WITH CABINET BASE 


* All Stainless Steel Cabinet Base 
* Hinged Cabinet Door 
e PRHSC-19 Series Includes 
4” О.С. Splash Mt. Swing Spout Faucet 
e PRHSC-24 Series Includes 
K-124 Deck Mt. Faucet & Has 
Rear Deck For Extra Storage 


w/ SPLASH MOUNT FAUCET 
L 20" WIDE Price Wt Cu. 
PRHSC-19-12 $2463 78 lbs. 9 
PRHSC-19-18 2803 80 lbs. 9 


w/ DECK MOUNT FAUCET 
25” WIDE Price Wt Си. 
PRHSC-24-12 $2555 83ibs. 10 
PRHSC-24-18 2871 8510. 10 PRHSC-19-12 Shown 


18" 


HAND SINK Wiru BuiLT-IN Dump SINK & Waste Сноте ( 


° 9”x9” x 4” Dump Sink 

* 5-1/2” Diameter Waste Chute 

* Optional Removable Hinged Doors (Add SU-27 For Door lock) 

• 7” Backsplash 

* Stainless Steel Legs w/ Adjustable Stainless Steel Bullet Feet 

e PRWC-19 Series Includes 4” О.С. Splash Mt. Swing Spout Faucet 

* PRWC-24 Series Includes 4” О.С. Deck Mt. Swing Spout Faucet 
& Has Rear Deck For Extra Storage 


w/ SPLASH MT. FAUCET| w/ DECK MT. FAUCET 


Approx. Approx. 


L Style 25” WIDE Price | 30” WIDE Price Wt. Cu. Ft. 
18° w/Hinged Door | PRWC-19-18-DR 3279 | PRWC-24-18-DR 3341 | 67 Is. 15 


PRWC-19-18-DR Shown 


HAND SINK ACCESSORIES & MODIFICATIONS 


K-123 Replacement Splash Mt. Faucet $493 

| { К-124 Replacement Deck Mt. Faucet 479 

f y SU-73 Add Mirror Finish Factory install Only 582 

e SU-74 АІ Stainless Steel Construction Upgrade 692 

Add Wrist Handles Chrome — Replacement SU-75 Add Welded Stainless Steel Cross-Bracing 166 
Available For Splash or Ring Soap Deck Mount SU-20Ror L Right or Left Side Splash for 20" Wide Unit 255 
шала. Packed Loose Dispenser SU-20RL Right & Left Side Splash for 20" Wide Unit 505 
K-316-LU $167 A-15 $136 K-12 $211 SU-25R or L Right or Left Side Splash for 25” Wide Unit 304 


SU-25RL Right & Left Side Splash for 25” Wide Unit 678 


For Our Full Line Of Accessories & Modifications, See Pages 118-120. 
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Featuring Deep Drawn 
Seamless Sink Bowls 


All Faucets Included Meet 
Federal Lead Free Standards 


A Featuring 
Perforated 
Drainboard 


BAR SINKS 


Featuring 10” x 14” x 10” Deep Drawn Seamless Bowls 
& 29” Working Height 


* 7” High Backsplash * Adjustable Stainless Steel 
* Removable Perforated Drainboard Top Side Cross-Bracing 
* 9” Overflow Pipe w/ 1 1/2" IPS Drain * PRB-19 Series Includes 1 - 4" O.C. 

Included Per Sink Bowl Splash Mounted Swing Spout Faucet PRB-19 Series with 
* Sound Deadened * PRB-24 Series Includes 1 - 4" O.C. Drainboards Shown 
* Stainless Steel Top, Apron, Sides Deck Mounted Swing Spout Faucet & 20" Wide Units Include 
* Stainless Steel Legs w/ Adjustable Has Rear Deck For Extra Storage Splash Mount Faucet(s) 


Stainless Steel Bullet Feet 


L And R Indicate Sink Location. C Indicates Sink Is Centered. 


w/ SPLASH MOUNT FAUCET w/ DECK MOUNT FAUCET O.A. 


RESTIGE 
Cr Series 


Underbar Sinks 


Qo МІ Sinks Are NSF Approved 


Eu Е 
r 


PRB-24 Series 
25” Wide Units With 
Deck Mount Faucets 


# of Drbd. Approx. Approx. 
ШЕ!!! РАВ-19-31С $2448 e PRB-24-31C $2585 6” 36” 2 12" 89 Ibs. 12 
РЕВ-19-22С 2457 6” PRB-24-22C 2528 6” 24” N/A N/A 89 Ibs. 8 
2 PRB-19-32LorR 2641 6” PRB-24-32LorR 2750 6” 36” 1 i? 89 Ibs. 12 
COMP. PRB-19-42LorR 2774 6” PRB-24-42LorR 2923 6” 48” 1 23” 105lbs. 16 
PRB-19-42C 2774 6” РЕВ-24-42С 2923 6” 48” 2 12” 105 lbs. 16 
PRB-19-33C 2852 10” PRB-24-33C 2946 12” 36” N/A N/A 105 lbs. 12 
PRB-19-43LorR 3244 10” PRB-24-43LorR 3391 122 48” 1 її? 107 lbs. 16 
PRB-19-53LorR 3541 10” PRB-24-53LorR 3749 12” 60” 1 23” 125 lbs. 20 
C ФИР. РВВ-19-53С 3630 10” PRB-24-53C 3841 12” 60” 2 127 125 lbs. 20 
PRB-19-63C 3818 10” PRB-24-63C 3923 12” 72” 2 18” 143 105. 24 
PRB-19-73C 3969 10” PRB-24-73C 4124 12” 84” 2 24” 190 lbs. 42 
РЕВ-19-83С 4725 10” PRB-24-83C 4952 12” 96” 2 30” 176 lbs. 48 
PRB-19-44C* 3560 6" PRB-24-44C* 3682 6" 48" N/A N/A 107 lbs. 16 
4 PRB-19-64C* 4345 e” PRB-24-64C* 4497 6” 72” 2 12” 147 lbs. 24 
сомр. PRB-19-74C* 4508 е РЕВ-24-74С* 4688 е ва 2 18" |169 42 
PRB-19-84C* 5317 6” PRB-24-84C* 5546 6” 96” 2 24” 178 lbs. 48 
*4 Comp. Bar Sinks Include 2 - 6" Swing Spout Faucets 
Bar SINK ACCESSORIES & MODIFICATIONS 

SU-73 Add Mirror Finish (Factory Install Only) $582 SU-20R or L Right Or Left Side Splash For PRB-19 Series $255 

50-74 АІ Stainless Steel Construction Upgrade 692 SU-20RL Right & Left Side Splash For PRB-19 Series 505 

SU-75 Add Welded Stainless Steel Cross-Bracing 166 SU-25R or L Right Or Left Side Splash For PRB-24 Series 304 

SU-79 Additional Drainboard Length 195 Hinr. — SU-25RL Right& Left Side Splash For PRB-24 Series 678 


A WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 
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PRI & PRC Series Feature: * Stainless Steel Top, Apron & Sides 


R E S T | а Е * Includes Two Removable Plastic Bottle Racks * Stainless Steel Legs w/ Adjustable Stainless Steel Bullet Feet 
СУ ева бале Perize * 1 3/4" Return w/ Soda Gun Knock Out * Adjustable Stainless Steel Side Cross-Bracing 
(Cold Plate Models Only) * 1" IPS Drain (Non-Cold Plate Bin); 1/2" IPS Drain (Cold Plate Bin) 
I ce Bins • 7" Backsplash * OPTIONAL 10-Circuit Cold Plate Sealed Into The Bottom 


All Bottle Racks Must Be Removed For А 
NSF Compliance & For Use With Optional Cover All Ice Bins Are NSF Approved 


Quick Pour Bottles Not Included 


Soda Chase Provision (Tip-out) 
SU-30 $701 
Only For Ice Bins w/ Backsplash 


ІСЕ BINs 
29” Working Height 


* PRI-24 Series Has Rear Deck For Extra Storage Шы PRI=19-24-10 
5. 1, ева | 20” WIDE Price |25” WIDE pis |) wea э 
Depth Length Capacity eight Cu. Ft. 

12" 32 Ibs. PRI-19-12 $1603 PRI-24-12 $1548 45 lbs. 11 
24" 70 Ibs. PRI-19-24 2027 PRI-24-24 1970 70 Ibs. 11 
30” 89 Ibs. PRI-19-30 2174 PRI-24-30 2296 75 lbs. 15 
3e" 108 Ibs. PRI-19-36 2306 PRI-24-36 2490 80 Ibs. 15 
42" 127 Ibs. PRI-19-42 3154 PRI-24-42 3419 85 Ibs. 20 
48" 146 lbs. PRI-19-48 3304 PRI-24-48 3701 90 Ibs. 20 
24” 80 Ibs. PRI-19-24-XD 3021 PRI-24-24-XD 3125 85 Ibs. 20 
30” 121 Ibs. PRI-19-30-XD 2961 PRI-24-30-XD 3328 90 Ibs. 27 
36” 147 Ibs. PRI-19-36-XD 2633 PRI-24-36-XD 3572 95 Ibs. 37 
w/ 10-CIRCUIT COLD PLATE 

24" 70 Ibs. PRI-19-24-10 4315 PRI-24-24-10 4526 140 Ibs. 18 
a 30” 89 Ibs. PRI-19-30-10 5167 PRI-24-30-10 5340 173 165. 24 
i Р 36” 108 Ibs. PRI-19-36-10 5340 PRI-24-36-10 5610 150 Ibs. 24 
42” 127 Ibs. PRI-19-42-10 5408 PRI-24-42-10 5806 155 165. 31 
48” 146 lbs. PRI-19-48-10 6133 PRI-24-48-10 6533 160 Ibs. 31 
15” 24” 80 Ibs. PRI-19-24-10-XD 5198 PRI-24-24-10-XD 5416 165 165. 20 
DEEP 30” 121 Ibs. PRI-19-30-10-XD 5990 PRI-24-30-10-XD 6145 175 165. 27 
36” 147 Ibs. PRI-19-36-10-XD 6268 PRI-24-36-10-XD 7450 175 165. 27 

ICE BIN бу BOTTLE STORAGE COMBO * Welded Partition Between Bins 


11” Deep Insulated Ice Bin • 29” Working Height * PRC-24 Series Has Rear Deck For Extra Storage 


L And R Indicate Ice Bin Location On Either Right Or Left Side. LR Indicates Ice Bin Is Centered. 


# Of 
Overall Independent Ice Bin » p Approx. Approx. 
Length Bins Capacity | 20” WIDE 25” WIDE Weight Cu. Ft. 


2 70/32 Ibs. PRC-19-36L or R PRC-24-36L or R 105 Ibs. 
42” 2 89/32 Ibs. PRC-19-42L or R PRC-24-42L or R 110 Ibs. 20 
48” 2 108/32 Ibs. PRC-19-48L or R PRC-24-48L or R 120 Ibs. 20 
48" 3 32/70/32 Ibs. | PRC-19-48LR PRC-24-48LR 160 Ibs. 22 
54” 3 32/89/32 Ibs. | PRC-19-54LR PRC-24-54LR 165 Ibs. 27 
3 


32/108/32 Ibs. 


PRC-19-60LR 


PRC-24-60LR 


170 Ibs. 


36” 2 70/32 Ibs. PRC-19-36L-10 or R-10 5607 PRC-24-36L-10 or R-10 5733 165 Ibs. 24 
42” 2 89/32 Ibs. PRC-19-42L-10 or R-10 6015 PRC-24-42L-10 or R-10 5985 175 Ibs. 31 
48” 2 108/32 Ibs. PRC-19-48L-10 or R-10 6068 PRC-24-48L-10 or R-10 6240 185 Ibs. 33 
48” 3 32/70/32 Ibs. | PRC-19-48LR-10 6907 PRC-24-48LR-10 7093 195 Ibs. 33 
54” 3 32/89/32 Ibs. | PRC-19-54LR-10 7070 PRC-24-54LR-10 7261 200 Ibs. 40 
60” 3 32/108/32 Ibs. | PRC-19-60LR-10 7251 PRC-24-60LR-10 7458 205 Ibs. 40 


*Reverse Ice Bin Capacities For L or R Models. 
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ДЫ Е S T IG E All ам шун a 
жука n ERARA 
Underbar Corner Drainboard & Fillers ,. 


А Removable Perforated 
Drainboard Top 


90° CORNER DRAINBOARD 


Includes Stainless Steel Legs w/ Adjustable Stainless Steel Bullet Feet 
* Free-Standing Corner Drainboard 
* 7" High x 1-3/4" Thick Backsplash 
* 1" I.P.S. Drain — 
Size* Approx. Approx. 
Model # Price (A) x (B) Weight Cu. Ft. 
PRFD-2020 $1403 20" x 20" 68 lbs. 7 i 
PRFD-2025 1482 осх25 72 lbs. 12 Г) 
PRFD-2030 1539 20” x 30” 78 lbs. 16 v n {| 
PRFD-2035 1665 20” x 35” 82 Ibs. 16 Y 
PRFD-2520 1482 25” x 20" 69 Ibs. 7 PRFD-3020 
PRFD-2525 1554 25" x 25" 73 Ibs. 12 
PRFD-2530 1593 25" x 30" 79 Ibs. 16 
PRFD-2535 1747 25” x 35” 83 Ibs. 16 includes sianless iso 
PRFD-3020 1539 30” x 20” 78 lbs. JU Legs w/ Adjustable 
PRFD-3025 1593 30" x 25" 79 lbs. 12 Stainless Steel Bullet Feet 
PRFD-3030 1794 30" x 30" 82 165. 16 
PRFD-3035 1880 30" x 35" 86 Ibs. 16 
PRFD-3520 1665 35" x 20" 82 165. 16 
PRFD-3525 1747 35" x 25" 83 Ibs. 16 
PRFD-3530 1880 35" x 30" 86 Ibs. 16 
PRFD-3535 1984 35” x 35” 90 Ibs. 16 PRFD-2030 


"A" represents the distance on the left side from the back wall until the front edge of the left unit. 
"B" represents the distance on the right side from the back wall until the front edge of the right unit. 


о С о 
90° CORNER FILLERS 45° CORNER FILLERS 
“ Must Be Bolted to Existing Line Up Equipment “ Must Be Bolted to Existing Line Up Equipment 
* 7” High x 1-3/4” Thick Backsplash e 7" High x 1-3/4” Thick Backsplash 
* Available On Left or Right Side • 1" 1.P.S. Drain 
* 1" I.P.S. Drain 
Inside Corner Outside Corner Inside Corner Outside Corner 


PRF-20-90IC Shown PRF-20-900C Shown PRF-20-45IC Shown 


Size Approx. Approx. | Size Approx. Approx. 
Model # Price (A) x (B) Weight Cu. Ft. Model # Price LxWxH с Weight Си. Ft. 
PRF-20-90IC or OC* $1498 20" x 20" 82 Ibs. 16 INS] РЕҒ-20-451ІС $1148 20”x 203/8”x 21 5/8” 117/8” 82 bs. 16 
PRF-25-90IC ог OC* 1554 25” x 25” 84 Ibs. 16 eee PRF-25-45|C 1267 25'x271/8x215/8 14” 8418. 16 


* IC = Inside Corner OC = Outside Corner ІСІ»! PRF-20-45OC 1148 20°х 163/8” x21 5/8” 87/8” 82 bs. 16 
“Ма PRF-25-450C 1267 25'x201/"x215/8 11” 8418. 16 


PLEASE NOTE: FILLERS BUILT TO ORDER & CAN NOT BE RETURNED 


OPTIONAL LEGS & CUSTOM SIZES AVAILABLE 


Consult Factory For Details 
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94 E S T | а Е А PRD & PRGS Series Feature: * Adjustable Stainless Steel 
e x e» = @ All Drainboards Are NSF Approved * Removable Perforated Drain- Side Cross-Bracing 
gate 5-24-20 


Боага Тор 
ы * Stainless Steel Top, Sides & Legs * 7” Backsplash 
Underb ar Drainb oards w/ Adjustable Stainless Steel Bul- e 1” IPS Drain 
let Feet * Sound Deadened 


29" Working Height Removable Perforated 


* Stainless Steel Apron Drainboard Top 
e PRD-24 Series has Rear Deck For Extra Storage 


Approx. Approx. Approx. Approx. 
L | 20” WIDE Price weight cu.ft. | 25” WIDE Price weight Син. 


12” | PRD-19-12 $1300 звіьѕ 8 PRD-24-12 $1393 45105 10 
18” | PRD-19-18 1334 45 lbs. 8 PRD-24-18 1459 521. 10 
24” | PRD-19-24 1444 521%. в | PRD-24-24 1584 591. 10 
30" | PRD-19-30 1591 59lbs. 12 PRD-24-30 1688 66lbs. 14 
зв” | PRD-19-36 1650 6516. 12 | PRD-24-36 1811 73І. 14 PRD-19 Series PRD-24 Series 
42” | PRD-19-42 1926 70lbs. 16 | PRD-24-42 2122 79І. 19 20" Wide Units 25" Wide Units 
48° | PRD-19-48 2070 75105 16 | PRD-24-48 2159 86Ію. 19 


КЕСЕ55Ер DRAINBOARDS Removable Perforated 
Holds Multiple Tiers Of Glassware + 18" Working Height Drainboard Top 


• 14"Side Splashes 
e PRGS-24 Series has Rear Deck For Extra Storage 


Approx. Approx. Approx. Approx. 
L | 25” WIDE Price weight си. ғ. | ЗО” WIDE Price Weight Си. Ft. 


12” | PRGS-19-12 $1044 40lbs. 8 PRGS-24-12 $1180 45\bs. 10 
18” | PRGS-19-18 1091 45 Ibs. 8 PRGS-24-18 1183 52І6. 10 
24” | PRGS-19-24 1174 5210. 8 PRGS-24-24 1256 591. 10 
30" | PRGS-19-30 1289 59105 12 | PRGS-24-30 1412 66lbs. 14 


PRGS-19 Series 
WANT TO UPGRADE? Add SU-74 For All Stainless Steel Construction $516 25 Wide Units PRGS-24 Series 


30” Wide Units 


Grass RINSER FoR PERFORATED DRAINBOARDS 
(Activator Only) FACTORY INSTALLED ONLY 


SU-16P $993 4 1/4” Diameter 3 Ibs. 1 


FROZEN DRINK MACHINE STANDS 
21” Working Height 


“ Lower Working Height Accommodates 
The Height Of Most Drink Machines For Underbar Use 


Cu. 
ee beveled Elon L | 30” WIDE price м. Ft. 
* Top Pitched To 1” IPS Drain 
* Stainless Steel Top, Apron, Sides & 18" | PRFD-18 51715 s7ibs. 14 

Legs w/ Adjustable Stainless Steel Bullet Feet 30" | PRFD-30 2422 801Һ6. 20 


* Adjustable Stainless Steel Side Cross-Bracing 
* 15"Backsplash 
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RESTIGE 
gre Series 
Drainboard Cabinets 


All Stainless Steel Construction 


Features 


Open Base w/ Hinged Doors Removable Perforated 
PRSCO-19-24 Shown PRSCD-24-24 Shown Drainboard Top 
e Sturdy Base Cabinet * Stainless Stee! Legs w/ Adjustable 
* Removable Perforated Drainboard Top Stainless Steel Bullet Feet 
* Removable Hinged Doors e 1” IPS Drain 
“ 7” Backsplash * Sound Deadened 
L | 25” WIDE price |Мен Cer |30” WIDE Рс мет pud 
12” | PRSCO-19-12 $1790 48 lbs. 12 PRSCO-24-12 $1960 55 Ibs. 15 
18° | PRSCO-19-18 1954 55 lbs. 12 PRSCO-24-18 2124 62 Ibs. 15 
Ф 24° | PRSCO-19-24 2175 62 Ibs. 12 PRSCO-24-24 2331 69 Ibs. 15 
my эс | PRSCO-19-30 2584 — lbs, 1s | PRSCO-24-30 2740 тв. 18 
a 36” PRSCO-19-36 2979 75 lbs. 18 PRSCO-24-36 3139 82 Ibs. 22 
42” | PRSCO-19-42 3357 80 Ibs. 21 PRSCO-24-42 3515 90 Ibs. 28 
48° | PRSCO-19-48 3766 85 Ibs. 24 PRSCO-24-48 3924 92 Ibs. 30 
12° | PRSCD-19-12 2158 58 lbs. 12 PRSCD-24-12 2333 65 lbs. 15 
БАД 18 | PRSCD-19-18 2323 65 Ibs. 12 PRSCD-24-18 2497 72 Ibs. 15 
S 24° | PRSCD-19-24 2589 72 lbs. 12 PRSCD-24-24 2749 79 lbs. 15 
т 30” PRSCD-19-30 3000 79 lbs. 15 PRSCD-24-30 3158 85 Ibs. 18 
Е 36” | PRSCD-19-36 3398 85 Ibs. 18 PRSCD-24-36 3555 92 Ibs. 22 
ЕД „> | PRSCD-19-42 3776 90 Ibs. 21 | PRSCD-24-42 4098 98 lbs. 28 
48” | PRSCD-19-48 4189 95 Ibs. 24 PRSCD-24-48 4341 102 Ibs. 30 


PRSCO & PRSCD Series Modifications And Accessories 


ADD MID-SHELF TO PRSCO SERIES $600 /shelf озоре @ Dieper еши, 
ESI Open Waste Chute Insert and Drain 
Add An ”-М” After The Model Number Fits 6" Dia. Cutout Fits 6" Dia. Cutout 


(For example, PRSCO-19-18 would read PRSCO-19-18-M) 
ADD A SINK (Includes Faucet) 


10" x 14" x 10" SU-22A $1316 A-6 rU 
9" x 9" x 4" SU-22C $1316 $182 $476 
Factory Installed Factory Installed. Includes TA-34 Cutout. 
20" WIDE CABINETS AVAILABLE! LOCK IT UP! 


Use 25" Wide Model # & Add 50-77 $119 Add A Door Lock 50-27 $451 
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RESTIGE 
Оре. Series 
Trash Receptacles 


TRASH RECEPTACLE CABINET 
WITH CHUTE 


Trash Bin Not Included 


* Open Bottom w/ Hinged Door 

* Accommodates Slim Jim® Trash Can Measuring 
11" x 20" x 25" (15 7/8 Gal. Cap.) 

* S/S Legs w/ Adj. Stainless Steel Bullet Feet 

* Overall Size: 12" x 25" x 33-3/4" 

e 60 Ibs. 9 Cu. Ft. 


PRSJT-12-DR $2219 


Shown With Slim Jim? 
Trash Can (Not Included) 


TRASH RECEPTACLE COVER 
WITH CHUTE 


Trash Bin Not Included 


* Accommodates Slim Jim® Trash Can Measuring 
11” x 20” x 25” (15 7/8 Gallon Capacity) 

* Units Mount Between Equipment Line Up 

* Overall Size: 12" x 25" x 9-3/4" 

33 Ibs. 4 Cu. Ft. | 

PRSJT-12 $994 Shown With Slim Jim? 


Trash Can (Not Included) 


PoINT Or 


TRASH RECEPTACLE COVER SERVICE CABINET 


УҮттн Door 
Trash Bin Not Includ 

‘ash Bin Not Included PRPOS-18-DR 
* Open Bottom w/ Hinged Door E j 
• Accommodates Slim Jim@ Trash Can Measuring Door Lock 


11” x 20” x 25” (15 7/8 Gallon Capacity) 
* Units Mount Between Equipment Line Up 
* Removable S/S Sliding Cover 
* Overall Size: 12” x 25” x 21-5/8” 
• 35 Ibs. 4 Cu. Ft. 


PRT-12 $1806 


* 25" Working Height 


* 11" High Backsplash & Side Splashes 
* Louvered Door w/ Flush Handle 


Shown With Slim Jim? 
Trash Can (Not Included) 


* 2" Access Hole In Work Surface For Power Cord 
* Stainless Steel Top, Apron, Sides & Legs 
With Adjustable Stainless Steel Bullet Feet 


Optional Legs Support L|25"WIDE Price w т 
Model Location Price 18” | PRPOS-18-DR $2904 воз. 14 
SU-48L Left $408 For Models 24” | PRPOS-24-DR 3246 150lbs. 20 
50-488 Right $408 PRSJT-12 


LOCK IT UP! 
Add A Door Lock SU-27 $451 


& PRT-12 


(One Set Includes 
Two Legs with Cross-Brace) 
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PAss- THRU [cE BINS 


11" Deep Insulated Ice Bin • 29” Working Height 


* Stainless Steel Top, Apron, Sides 
& Legs w/ Adjustable Stainless Steel Bullet Feet 
* Adjustable Stainless Steel Side Cross-Bracing 
* PRPT-2442-10 Has 10-Circuit Cold Plate 
Sealed Into The Bottom 


Size 
Model ғ Price WxLxH 
PRPT-2442 $3288 42х24 x 29” 


PRPT-2442-10 5716 42” x 24” x 29” 


BEER Box 
18" Deep • 29” Working Height 


e Perforated False Bottom Allows 
Melted Ice To Drain 
* Removable False Bottom 


* Stainless Steel Legs w/ Stainless Steel Bullet Feet 


* 7” Backsplash 


Size Capacity Of Cu. 
Model # Price WxLxH Bottle Beer Wt. Ft. 
PRBB-48 $4044  25'x48'x33" 12 Cases 220 Ірв. 14 
PRBB-60 4335 25”x60"x33” 18 Cases 225 Ibs. 15 


RESTIGE 
rr ee Series 
Underbar Speed Bars & Bins 


For Sliding Stainless Steel 
Covers, See Page 119 


Shown With 
Cu. Optional 
Ice Capacity ул. Ft. o Speed Rail 
174 165. 80 Ibs. 13 
174 Ibs. 150 1605. 13 


© 


BEER Box LOCKING COVERS 


Includes Padlock & 2 Keys 
SU-35C 


SU-35D 


Add Stainless Steel Dividers 


21005 0-55 $240ea. 


1332 


Beer Box Covers Must Ве Removed During Normal Operation 


48” Cover 
60” Cover 


UNI-SERV SPEED BAR 


Includes 30” Speed Rail + 7” Backsplash 


PRU-24-60R Shown 


15A - 120V GFI Duplex 
Receptacle Hidden 
Beneath Blender Shelf 


© 


Soda Gun Knock Out 

Recessed Drainboard with Removable Perforated 
Top with 1" І.Р.5. Drain 

Stainless Steel Top, Apron, Sides & Legs with 
Stainless Steel Bullet Feet 

Adjustable Stainless Steel Side Cross-Bracing 
PRU-19 Series: 4” О.С. Splash Mounted Swing 
Spout Faucet 

PRU-24 Series: 4” О.С. Deck Mounted Swing 
Spout Faucet 


48” Units: 9” x 9” x 4” Deep Drawn Sink Bowl 
60” Units: 10” x 14” x 7” Deep Drawn Sink Bowl 
Recessed 18” Blender Station 

3 1/2” Basket Drain 

Grommet Hole For Cord 

30” x 11” Deep Insulated Ice Bin with Two Removable ” 
Plastic Bottle Racks 

Optional 10-Circuit Cold Plate Sealed Into The 

Bottom Of Ice Bin 

1" L.P.S. Drain (1/2” I.P.S. Drain For Cold Plate Models) 
7" Backsplash with 1 3/4" Return With 


Approx. 
Weight 


Approx. 
Cu. Ft. 


30" WIDE 


$5210 | PRU-24-48LorR 
6111 | PRU-24-60LorR 


w/ 10-CIRCUIT COLD PLATE 
6933 | PRU-24-48L-100rR-10 
8532 | PRU-24-60L-100rR-10 


25" WIDE 


PRU-19-48LorR 
PRU-19-60LorR 


О.А. Size Price 


$5790 
6188 


О.А. Size Price 


25"x48" 30"x48" 135 Ibs. 


25"x60" 30"x60" 135 Ibs. 35 


PRU-19-48L-100rR-10 
PRU-19-60L-100rR-10 


7601 
8611 


30"x48" 
30"x60" 


170 Ibs. 
170 Ibs. 


46 
46 


25"x48" 
25"x60" 


L and R Indicate Ice Bin Location. 
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Pass-Thru Units & Overshelves 
СЕІ Duplex Receptacle Hidden 


PAS s-[ HRU WORKSTATION @ Beneath Blender Shelf 
With Two Deep Drawn Sink Bowls • 29" Working Height 


* Stainless Steel Top & Sides * Stainless Steel Legs w/ Adjustable Stainless 


* Blender Shelf With Duplex Outlet Hidden Underneath Steel Bullet Feet & Welded Cross-Bracing 

* Double Tier Speed Rail * Side Panel Models Include Removable 

* Tubing Chase For Soda Gun Perforated Top w/ Drain & Front Apron; 

° 15А - 120V GFI Duplex Outlet Hidden Beneath Shelf Units Are Supported By Side Panels PR-44X42SP-10-L 
* 4"O.C. Deck Mounted Lead Free Compliant Swing Spout Faucet & Do Not Require Legs 


* Insulated Ice Bin w/ 10-Circuit Cold Plate Sealed Into Bottom 


O.A. ісе Approx. Approx. 
Model # Price Length Description Capacity Weight Cu. Ft. Dual Soda Gun Holder 
Qa eS ты аа араға Rn ELO AR ° Openings fora single soda gun 
PR-42X30-10-L or R $7481 42” Stainless Steel Legs 70 Ibs. 250 Ibs. 38 on each sad 
PR-42X42-10-L or R 12403 42” Stainless Steel Legs 174 lbs. 400 Ibs. 58 + Fits Prestige? Pass-Thru 
SIDE PANELS WITH PERFORATED DRAINBOARD SHELF Workstations Only 
PR-44X30SP-10-LorR 10563 44” Side Panels w/ Perforated Drbd. Shelf 70 Ibs. 350 Ibs. 59 SU-43 $1352 
PR-44X42SP-10-LorR 17806 44” Side Panels w/ Perforated Drbd. Shelf 174 lbs. 575 Ibs. 88 


Factory Installed Only 


NOTE: To determine left or right hand model, Ice Bin is either Left (L) or Right (R) of the sink from the bartender side. 


- 42" - 
а. 44" h y y 
(СУ) 
° +l (e) == 
40" M ( pu 1 
= <) 
© L J 
[57g о 
© i 
42" ка 
PR-42X42-10-L Shown PR-44X30SP-10-L Shown PR-44X42SP-10-L Shown PR-42X30-10-L Shown 


OVERSHELVES For PAss-THRU WORKSTATIONS 


(For SP Models Only - Factory Installed) 


* 44” Wide x 16 3/4" Length 

* Removable Perforated Pans 

* Square Stainless Steel Posts 
* 20 Gauge, 300 Stainless Steel 


-G Models: 

* Include Stemware Glass Rack 
* 18 Gauge, 302 Stainless Steel 
* Stainless Steel Shelf With 


Sh On Tea Single Shelf Double Shelf 
Бы ДЫЗ ЫР; PRSO-44-G Shown PRDO-44 Shown 
Cu. 
Model # Price Description wt. Ft. 
PRSO-44 $1672 Single Overshelf 65 lbs. 5 
PRSO-44-G 2393 Single Overshelf w/ Stemware Glass Rack — 85lbs. 5 
PRDO-44 2906 Double Overshelf 125 lbs. 17 


PRDO-44-G 3955 Double Overshelf w/ Stemware Glass Rack 145 Ibs. 17 


114 A WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 


RESTIGE 
Signature Series 
All Blender Stations include: Free Standing Blender Stations 


• Stainless Steel Top, Apron 
+ Sides & Legs With Adjustable Stainless Steel Bullet Feet 


• Adjustable Stainless Steel Side Cross-bracing 


All Blender Stations Are o 


15A - 120V GFI Duplex 
Receptacle Hidden Beneath 
Blender Shelf 


BLENDER STATION WITH DEEP DRAWN SINK 


* Deep Drawn Sink * PRRS-19 Series Includes 4" O.C. Splash 

* Recessed Step w/ Grommet Hole For Blenders Mounted Swing Spout Faucet 

* 7” Backsplash * PRRS-24 Series Includes 4” О.С. Deck Mounted 
* 31/2” Basket Drain w/ 1 1/2" IPS Swing Spout Faucet & Has Rear Deck 

e Sound Deadened For Extra Storage 


w/ SPLASH MT. FAUCET 


Approx. Approx. 
25" WIDE Price Weight Си. Ft. 


PRRS-19-12 $1723 49lbs. 9 
PRRS-19-18 1849 56 lbs. 9 


w/ DECK MT. FAUCET 
Approx. Approx. 


30” WIDE Price weight cu. Ft. 


PRRS-24-12 $1891 51105 9 
PRRS-24-18 2013 58105. 12 


Overall 
Length 


PRRS-19 Series 
25” Wide Units With 
Splash Mount Faucet 


18” 


PRRS-24 Series 
30” Wide Units With 
Deck Mount Faucet 


BLENDER STATION WITH DRAINBOARD 


* Removable Perforated Drainboard Top * Sound Deadened 
* Recessed Step w/ Grommet Hole For Blenders * PRDB-24 Series Has Rear Deck 
“ 7” Backsplash For Extra Storage 
* 1" IPS Drain 
Overall Approx. Approx. Approx. Approx. 


Length | 25” WIDE Price Weight curt. | 30” WIDE Price Weight Си. Ft. 


12 PRDB-19-12 $1156 45 lbs. 9 PRDB-24-12 $1282 47 bs. 9 
18” PRDB-19-18 1363 50 lbs. 9 PRDB-24-18 1502 53105 12 


PRDB-19 Series 
25” Wide Units 


PRDB-24 Series 
30” Wide Units 


NOTE: Blender Stations Can Not Accommodate A Speed Rail 


6” Stainless Steel Dipper Well 
BLENDER STATION Open Waste Chute Faucet 
Fits 6” Dia. Cutout 
ACCESSORIES & MODIFICATIONS A-6 A-33 
$182 $224 
50-73 Ада Mirror Finish Factory Install Ony = = $582 etos eee Water Filler Faucet 
50-74 All Stainless Steel Construction Upgrade 7777 692 Fits 6” Dia. Cutout K-54 
SU-75 Ада Welded Stainless Steel Cross-Bracing 7779 166 A-7 ' 8-1/4” High $744 
$476 K-54A 
13”High $845 


Add SU-34 Cutout for А6 or A-7 
$135 


A WARNING: Equipment that includes a faucet may expose you to chemicals, including lead, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 115 


RESTIGE 
Салате Series 


Glassware & Liquor Storage 


Gass RACK STORAGE CABINETS © 


Featuring All Stainless Steel Construction 


| Open Top 


PROR-24-24 
М Shown 
I 
Model # Price Size Wt. Cu. 
PROR-19-24 $2826 24” х 25° Х36” 50165. 12 
PROR-24-24 2952 24'x30"x36" 57lbs. 12 


Model # 
PRCR-19-24 62177 24'x25'x36" 80lbs. 16 


PRCR-24-24 


Add Stainless Steel 
Full Extension Roller Slides 


Price 


Holds Up To 3 Glass Racks 
Adjustable Glass Rack Slides 


Glass & Liquor Racks Not Included 


7" Backsplash 


1" IPS Drain On Bottom Shelf 


Drainboard Top 
Removable Perforated 
Drainboard Top 
1" IPS Drain 

PRCR-19-24 
Shown 
Size Wt. Cu. 


2343 24” x30”x36” 85lbs. 17 


SU-46 $1300 /cabinet 


Liquor DISPLAYS 
Tiered Steps & Retaining Bars Securely Display Liquor Bottles 


* Stainless Steel Legs w/ Adjustable 
Stainless Steel Bullet Feet 

* 30" Wide Units Have Rear Deck 
For Extra Storage 


Slanted Top 


e Accommodates Liquor 
Rack On Slanted Top 


PRSR-24-24 
Shown 


Model # Price Size Wt. Cu. 


PRSR-19-24 $3083 24'x25'x36" 50105. 12 


PRSR-24-24 3213 24'x30'x36" 57 bs. 12 


Add Stainless Steel 
Concealing Drawer Front 
Requires SU-46 


SU-47 $651 /cabinet 


PLD-2524 PRLR-24 
Approx. 
Overall Bottle Approx. Approx. 
Model ғ Price Length Capacity Weight Cu. Ft. 
Liquor Display Rack PLD-2512 $1755 | 12” 15 2 10 
PLD-2518 1856 | 18” 20 3016. 10 
* Retaining Bars Secure Bottles On Steps PLD-2524 2170 | 24” 30 3516. 10 
* Sound Deadened PLD-2530 2312 | 30 35 4018. 14 
<P Backsplash | PLD-2536 2514 | 36 45 50lbs. 14 
* Stainless Steel Top, Sides & E 
Legs w/ Stainless Steel Bullet Feet PLD-3012 1969 12 15 30 Ibs. 12 
“ Adjustable Stainless Steel PLD-3018 2042 | 18” 20 35165. 12 
Side Cross-Bracing PLD-3024 2184 | 24” 30 40lbs. 12 
*-30* Wide Units Has Rear Deck PLD-3030 2346 | 30 35  45lbs. 17 
аи PLD-3036 2553 | 367 45  s5ls. 17 
. . Арргох. 
Liq и о r D I S p | ау Overall Bottle Approx. Approx. 
Ca bi ne t Model # Price Length Capacity Weight Сои. Ft. 
| | PRLR-12 $1900 | 127 15 35lbs. 7 
* All Stainless Steel Construction PRLR-18 2004 18” 20 36 Ibs. 10 
* 7” Backsplash 
° Stainless Steel Legs PRLR-24 2103 24” 30 4216. 13 
w/ Adjustable Stainless Steel Bullet Feet PRLR-30 2273 30” 35 47\bs. 14 
PRLR-36 2506 36” 45 50105. 15 
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REMOVABLE STAINLESS STEEL 


Liquor DISPLAY COVERS 
Includes Padlock & Two Keys 


Display Rack Cover 
For PLD Models Only 


Model # Price 


12? PRLC-2512 $935 
18 PRLC-2518 1015 
22 PRLC-2524 1096 
30 PRLC-2530 1179 
36” PRLC-2536 1260 
12? PRLC-3012 1034 
18 PRLC-3018 1293 
24” РВІС-3024 1357 
30” PRLC-3030 1406 

PRLC-3036 1454 


Display Cabinet Cover 
For PRLR Models Only 


Length Model # Price 
12° PRLC-12 $1130 
18 PRLC-18 1332 
24" PRLC-24 1448 
30 PRLC-30 1506 
36” PRLC-36 1592 


For Prestige Speed Rails, See Pages 117. 


COVERS ARE FACTORY INSTALLED ONLY 


RESTIGE 
Orr Series 
ALL STAINLESS STEEL SPEED Rans( Speed Rails & Blender Shelves 


For Prestige Underbar Equipment 


e Sound Deadened * Bolt Holes For Mounting 


Single & Double Tier Options Available 


— | 


us ряозя енип. aan er Е 

STANDARD SPEED RAILS W/ LOCKING COVER includes Keyed Lock Reon: ын 

L SINGLE Price Cap. | DOUBLE Price Cap. | SINGLE Price Cap.| DOUBLE Price Cap. wt. Cu. Ft. 
12° | PRSSR-12 PRDSR-12 PRSSR-12-LC $876 3 | PRDSR-12-LC $1103 в | зі. 1 
18 | PRSSR-18 PRDSR-18 PRSSR-18-LC 1005 4 | PRDSR-18-LC 1361 8 |101ь. 2 
24 | PRSSR-24 PRDSR-24 PRSSR-24-LC 1075 в | PRDSR-24-LC 1520 12 | 12016. 2 
зо” | PRSSR-30 PRDSR-30 PRSSR-30-LC 1146 7 | PRDSR-30-LC 1688 14 | 141. 3 
36” | PRSSR-36 PRDSR-36 PRSSR-36-LC 1216 9 | PRDSR-36-LC 1837 18 | 141. 3 
42” | PRSSR-42 PRDSR-42 PRSSR-42-LC 1292 10 | PRDSR-42-LC 2008 20 | 161. 4 
48” | PRSSR-48 PRDSR-48 PRSSR-48-LC 1364 12 | PRDSR-48-LC 2173 24 | 16 lbs. 4 
54” | PRSSR-54 PRDSR-54 18 lbs. 5 
60” | PRSSR-60 PRDSR-60 20 Ibs. 5 
72” | PRSSR-72 PRDSR-72 NOT AVAILABLE 24 Ibs. 6 
84” | PRSSR-84 PRDSR-84 28 Ibs. 7 
96” | PRSSR-96 PRDSR-96 32 Ibs. 8 


Hang-On Style Speed Rails ЕРЕЕ Арргох. Арргох. 


= қ». L Model # Price Сар. Wt. Cu. Ft. 
12 | PRHSR-12 $562 з  4ls. 1 

18" PRHSR-18 582 4 4 lbs. 2 

24" PRHSR-24 602 6 5 Ibs. 2 

30 | PRHSR-30 7 

36” | PRHSR-36 9 6 Ibs. 
42” PRHSR-42 662 10 7 Ibs. 
48” PRHSR-48 688 12 ть. 


* Designed To Hang-on The First Tier Of Any 
PRSSR Series Speed Rails 

* Doubles Liquor Storage 

* Removable 

Not To Be Used With Any Other 

Manufacturers Speed Rails 


644 6 lbs. 2 
644 


жо о 


For Prestige Liquor Racks & Cabinets, See Page 107. 


BLENDER SHELVES аа АЙ 
Mounts То Тһе Front Apron Of Ice Bin For Prestige Under bal Equipment 


* All Stainless Steel Construction PRA-BS-12 12° Shelf .............. $355 
* 10" Wide Қ 
“ Grommet Hole For Blender Power Cords PRA-BS-1 8 18" Shelf ОЛКУ 380 
* 15A - 120V Duplex Outlet Hidden Beneath рс. ж 
Blender Shelf PRA-BS-24 24? Shelf ................ 433 
* Keyhole Installation | РВА-В5-30 30” Shelf 449 
15A - 120V Duplex Receptacle Hidden For Free-Standing Blender Stations, 


Beneath Blender Shelf See Page 115. 
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Underbar Modifications & Accessories 


More Underbar Accessories 


A-1 Perforated Cover for 10” х 14” x 10” Sink Bowl 0000002... $171 


24” Condiment Rack (5 Condiment Cups) 
Condiment Racks Hang On Backsplash Of Ice Bin 
Interior Partition (For Underbar Basics & Prestige 2... 


-17 2 
SU Drainboard Cabinets - Factory Installed Only) 22 
K-12 Replacement Deck Mounted Soap Dispenser и š s 211 
SU-55 Removable Stainless Steel Divider ForBeerBox = © 240 


Underbar Modifications 


A-51 6” Hole In Drainboard Surface (Waste Chute Installation) ^ ^... 208 
Stainless Steel Straps For Speed Rails — .— ^ emn 
PR-STRAP 68 
(Set of 2 - For KS-2K Speed Rail Only) 
SU-4 Modify Prestige Series Backsplash to 4 Tall ~ 33 Lin. Ft. 
SU-10A Upgrade То S/S Legs & Bullet Feet (18'Legs- — I s 
Includes Adjustable Front-to-Back Cross-Bracing) 
SU-10B Upgrade To S/S Legs & Bullet Feet (10”Legs- ° 2... 
Includes Adjustable Front-to-Back Cross-Bracing) 
SU-10C Upgrade To S/S Legs & Bullet Feet (14^ Legs-  ~- 
Includes Adjustable Front-to-Back Cross-Bracing) 
Š Upgrade to 10-Circut Cold Plate и. 
SUAE (Applies to units with 7-Circuit Cold Plate) 637 
SU-18RorL Right or Left Welded Side Splash for 18" Wide Unit — — 229 
SU-18RL Right & Left Welded Side Splash for 18" Wide Unit — .—— — een 463 
SU-21RorL Right or Left Welded Side Splash for 21” Wide Unit — — .— 250 
SU-21RL Right & Left Welded Side Splash for 21” Wide Unit — — ^  .— 450 
SU-22A Add 10”х14"х10” Sink То Ота. Cabinet и R RLLcL l ll. 1316 


(Includes Splash Мі. Faucet) 


Add9'x9'x4'SinkToDrbd.Cabinet — и 
HEC (Includes Splash Mt. Faucet) ШЕ 


Provision To Connect Underbar Equipment 


Suse (Price Per Every Two Uni) = = = 199 
Soda Chase Provision - Tip-Out 

алы Ы 5 637 
(For Ice Bins w/ Backsplash Only) 

SU-33 Working Height to Underbar Equipment 00000002... 135 

50-34 Тор Cutout for Under Bar Equipment 00002... 135 
Add 5-1/2” Diameter Waste Chute ыы 

Эе (Blender Stations 4 Drainboard Cabinets Only) 1089 

50-40 Prep Unit For Installation Of Speed Rails и... 116 

SU-41 Маке Speed Rail An Odd Length  .— 96 

SU-42 Make Speed Rail Accommodate 1/2 Gallon Bottles — — ^ ^. 128 


SU-49 Add A 7-Circuit Cold Plate To D-24-WSIBL2 OrSLC/CRC— _ 2584 
Series Ice Bins 


SU-61 Special Sizing To Reduce Length — — 8... == N/C 
SU-61A Special Modification nee 355 
SU-62C Recess GFI Outlet For Bar Die eee 685 
SU-68 Omit Corrugation On Drainboard (Flat Top Work Surface) ^ — 207 
SU-79 Additional Drainboard Length (Flat Top Work Surface) 2.2. 195 Lin. Ft. 


BASICS SINGLE SODA GUN HOLDER (Holds One Gun On One Side) 


360 Pair 


347 Pair 


360 Pair 


Size* Approx. Approx. 
Model # Price LxWxH Weight Cu. Ft. 
CRSH-4 869 21” x 4” x 36” 19 Ibs. 3 
CRSH-6 869 21” x 6” x 36” 19 Ibs. 3 
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PERFORATED BASKETS FOR UNDERBAR SINKS 


& 1 


= 
А-16 $341 А-17 $334 А-23 $318 
Fits 10” x 14° x 7” & Fits 9 1/2” x 11 1/2 x6" Sink Fits 6" x 11" x 6” Sink 
10" x 14" x 10" Sinks A-17A $345 


Fits 9" x 9" x 4" Sink 


REMOVABLE BLACK PLASTIC BOTTLE RACKS 


Pow 


A-19 $23ea. A-20 $70ea. A-18 S61ea. 
Single Bottle Rack 3-Pack Bottle Rack 4-Pack Bottle Rack 
51/4" x 5 1/4" (6 Per Carton. Must Order in Qtys. of 6) 5'x16 1/2" 


5 1/4" x 15 7/8" 
STAINLESS STEEL FALSE BOTTOM 


A-A1 — For24"lce Bin...... $161 

a, A-42 ҒогЗ0” Ice Bin....... 174 

М <) A-43  For36"lceBin....... 194 
A-A4 — For42" Ice Bin....... 208 

A-45 For48” Ice Bin....... 222 


SLIDING STAINLESS STEEL COVER 
For Free-Standing Underbar Basics Ice Bins 


SSC-12 For12"IceBin ........... $240 
SSC-24 For 24” Ice Bin ............ 268 
SSC-30 For 30’ Ice Bin ............ 297 
SSC-36 For 36” Ice Bin ............ 318 
SSC-42 For 42” Ice Bin ............ 363 
SSC-48 For 48” Ice Bin............. 374 


SSC-PT For Pass-Thru Ice Bin..... 479 


Replacement Sliding S/S Covers For Drop-in Ice Bins, See Page 92 


STAINLESS STEEL ICE BIN PARTITION 


saga А-38 8" Ноһ.......... 5174 
Wide  А-39 12 Ноһ.......... 174 
А-40  16'High.......... 174 
BLENDER SHELF WRIST HANDLES 
FOR FAUCETS 


E 


A-24 $240 

* 8” x 8” Add-On Blender Shelf 

e Duplex GFI Outlet Beneath Shelf 
* Grommet Hole For Power Cord Set Of 2 


K-316-LU $167 
Add Wrist Handles 
For Deck Or Splash Mt. Faucets 


Prestige Underbar Modifications & Accessories 


Prestige Ice Bin Accessories 


RESTIGE 


PRA-2405 


PRA-BR-3 3-воше Well Support Frame For Ice Bin 


(For 20” Wide Units & Required For Use w/ Cover Қ \ TUBING CHASE 
- Bottle Wells Not Included - Use A-20) ~ 167 
ч ) PRA-19-TC For 20” Unit........ $288 

PRA-2405 24” Condiment Rack (Five 1/9” Removable Plastic 

Condiment Cups. Racks Hang On Backsplash Of Ice Bin) ------. 724 PRA-24-TC Ғог 25” Unit.......... 300 

Prestige Bar Sink Accessories 
SU-20RorL Right or Left Side Splash for 20" Wide Unit  — ...... 255 
SU-20RL Right& Left Side Splash for 20" Wide Unit — ....... 505 STAINLESS STEEL TRASH RECEPTACLE COVER 
SU-25RorL Right or Left Side Splash for 25" Wide Unit ....... 304 Trash Bin Not Included e Factory Install Only 
SU-25RL Right & Left Side Splash for 25" Wide Unit — — 678 PRSJT-12 $994 

Prestige Underbar Modifications 
° е] Unit 

SU-4 Modify Prestige Series Backsplash to 4° Та. ....... 33 Lin.Ft. М Кы eer Slim Jim® Trash Can Measuring 
su-12A 13 S/S'H'LegAssemby ^ ^ 347 Pair 11" x 20" x 25" (15 7/8 Gallon Capacity)* 


(Includes Adjustable Front-to-Back Cross-Bracing) * Units Mount Between Equipment Line Up 


* Overall Size: 12" x 25" x 21" 


L S/S “H” Leg Assembly For Extra Deep Ice Bins : 
SU-12B (Includes Adjustable Front-to-Back Cross-Bracing |77” 347 Pair ° 33lbs. 4 Cu. Ft. 
SU-27 CabinetDoorLockw/Key tees 451 


m SLIDING STAINLESS STEEL COVERS 
Soda Chase Provision 


SU-30 QU T MP О ШВ EE QE 637 For Ice Bins 
(For Ice Bins w/ Backsplash Only) 


SU-36 Add Waste Chute (Blender Stations Only) — ....... 1089 PRA-SSC-12 Fits 12" ТТТ 
SU-44 Add S/S Glass Rack Slides цц 780 2/Set PRA-SSC-18 Fits’ 18" Ice Віт: «ect 
(Prestige Glass Rack Storage Cabinets Only) PRA-SSC-24 Fits 24” Ice Bin 
Add S/S Full Extension Roller Slides aaan eee 
SU-46 Prestige Glass Rack Storage Cabinets Only) С 1300 PRA-SSC-30 Fits 30’ Ice Bin ............................ 
SU-47 Add S/S Concealing Drawer Front, и 651 PRA-SSC-36 Fils 36" Ice BÍ... uu ek tt 


(Prestige Glass Rack Storage Cabinets Only) PRA-SSC-42 Fits 42" Ice Bin 


PRA-SSC-48 Fits 48" Ice Bin ............................ 
SU-73 Add Mirror Finish Factory Install Only 0277 582 PRA-SSC-PT30 Fits PR-44X30SP-10L or R ---.- es 614 
& PR-42X30-10L or R 


SU-62C Recess GFI Outlet For Bar Die (Wiring by Others) С” 685 


SU-74 АІ Stainless Steel Construction Upgrade — . "7" 692 
PRA-SSC-PT42 Fits PRPT-2442, PRPT-2442-10, ......... 659 
SU-75 Add Welded Stainless Steel Cross-Bracing 166 PR-44X42SP-10L or R 
SU-77 Modify Cabinet to be 25" Wide 119 & PR-42X42-10L or R 
(Prestige Drainboard Cabinets Only) 
PRESTIGE 


PRESTIGE UNDERBAR ADD-ONS 
Stainless Steel Underbar Fillers 


PRSH-19-6 


Sopa GUN HOLDER 
Mounts In Prestige Underbar Line Up 


* Provides Housing For WunderBar® Soda Gun 
(14 Button or Smaller) 
e Built-In Soda Gun Holder with Drip Cup 
e Cover Allows Easy Access То Make Adjustments 
* Keeps Tubing Lines Hidden For A Cleaner Workspace 
* Includes Backsplash 


SINGLE SODA GUN HOLDER (Holds One Gun On One Side) Ес, егы Stainless Steel Base Cabinet 


Multiple Angles Available - Optional Legs 


* Removable Perforated Drainboard Top 

== • Bolt On To Sides Of Equipment 

* For Odd Shape Underbar Line Ups 
See Page 109 


Corner Filler Shown 


Size* Approx. Approx. © Available With Or Without Doors 
Model # Price LxWxH Weight Си. Ft. 1 * Provides Extra Storage In Bar Line Up 
PRSH-19-4 $948 20" x 4" x 36” 19 Ibs. 3 * Optional Door Lock 
PRSH-19-6 948 20" x 6” x 36" 19 Ibs. 3 
PRSH-24-4 1080 25” x 4” x 36” 20 Ibs. 3 Contact Our SmartFab Department For Details & Pricing. 
PRSH-24-6 1080 25'x6'x36" 206. З SmartFab@advancetabco.com • 800-645-3166 


*Height is from the finished floor to the top of the splash 
NOTE: Drain Connection Is Required On Drip Cup 119 


I All Items on This Page Ship via UPS 


АП Faucets Meet Federal Lead Free Standards 


Underbar Equipment Faucets 


UNDERBAR DECK MOUNTED SINK FAUCETS 


IMPROVED! 
Stronger Acuator 
6” Deck » 3-1/2" 127 >> Water Filler 
Mounted ; / à e Gooseneck Swing Faucet 
Faucet | (OT == Spout | | 
чке! | К-54 | 
K-51 $663 к” K-52 $331 Ø ^ K-53 $626 8-1/4” High $744 
4" О.С. 4" О.С. ASI K-54A 
13” Ноһ $845 
Deck Mt. 6” 
Extended A 
қ Dipper Well Gooseneck Deck Mount 
Spout 4' О.С. Faucet 4% Melt Down Nozzle 4’ О.С. i 
K-124 ‹ 
$479 um A-33 A-29 A-30 a 
$732 5836 (installed) 
К-208 5653 ® $224 поа 


With Wrist Handles 


UNDERBAR SPLASH MOUNTED SINK FAUCETS 


3-1/2” Splash Extra Heavy Duty Splash Mt. 6” Splash Mt. 6” Extended 
Mounted Splash Mounted Extended Spout "О.С. Spout with Wrist Handles 
Faucet Faucet быр ( K3123  , 2 
K-59 K-69 $493 K-206 
$331 | 5651 g $624 5 
4” O.C. 4" O.C. - E] POC 
6” Splash 10” Splash ; 
Wrist Handles 

чыга Е Моипќеа for Faucets 

auce Spout (Excludes K-69) 
K-125 K-126 K-316-LU 
$432 $432 $167 
e = О.С. 


UNDERBAR SINK ACCESSORIES 


WASTE OUTLETS 


STAINLESS STEEL 


5ОАР DISPENSERS 


& CHUTES OVERFLOW PIPES & HOLDERS 
1” Waste Outlet 1-1/2” Waste Outlet = 
E 
| Deck Mounted 
A-10 А-11 Soap Dispenser 
(6 per carton) (6 per carton) 
26 $28 K-12 
$ $211 
6” Stainless Steel 6” Dipper Well with 
Open Waste Chute Insert and Drain 
Fits 6” Dia. Cutout Fits 6” Dia. Cutout 
22. T Chrome 
1" Pipe 1-1/2" Pipe Towel Ring 
A-6 $ 182 А-7 $476 (6 per carton) (6 per carton) (Packed Loose) 
1-1/2” NPT Drain Connection А-12 $26 ea. A-13 $28 ea. A-15 $136 


| Add SU-34 Cutout for A6 or A-7 $135 


(Price per each, sold in a carton of 6. 
Broken carton price $25.00 list per each) 
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Heavy Duty Portable Bars 


ALL STAINLESS STEEL INTERIOR! Designed For Heavy-Duty, High Volume Operation! 


Heavy Duty OPEN BASE 


° All Stainless Steel Bartender Side 

* 19" x 13-1/2” x 11" Stainless Steel Integral Insulated 
Ice Bin with Cover 

* Full Perimeter Bumpers 

* 5" Heavy Duty Swivel Plate Casters (2 w/ Brakes) 


AMS-5B Front Shown 


Custom 
Styles Available! 
(See Below) 


* Drain & Shut-Off Valve 
* Stainless Steel Speed Rails 
* Open Bottom Shelf For Glass Rack Storage 


Bar Top, Front, Bar Top # Of Speed rail 
& Sides Material Model Price Length Width Width Speed Rails Capacity 
Black Mica AMS-5B $8590 621/4” 27 1/4” 12” 2 10 Btls. 315 Ibs. 70 
Black Mica AMS-6B 9544 743/89 27 1/4” 12" 3 15 Btls. 399 lbs. 73 
AMS-5B Rear Shown 
Heavy Duty WitH Doors 
° All Stainless Steel Bartender Side * Stainless Steel Speed Rails 
* 19" x 13-1/2" x 11" Stainless Steel Integral Insulated * Bottom Shelf For Glass Rack Storage 
Ice Bin With Cover * Center Stainless Steel Panel For Extra Support 
* Full Perimeter Bumpers * Hinged Door With Lock On Left & Right Side 
* 5" Heavy Duty Swivel Plate Casters (2 w/ Brakes) Of Center Support Panel 
* Drain & Shut-Off Valve 
Bar Top, Front, Bar Top # Of Speed rail Cu. 
& Sides Material Model Price Length Width Width Speed Rails Capacity Wt. Ft. 
Black Mica AMD-5B $9578 621/4” 28 1/8” 127 2 10 Btls. 423 105. 71 
Black Mica AMD-6B 10534 743/8” 28 1/8” 12” 3 15 Btls. 4641. 73 


AMD-6B Rear Shown 


Upgrade with Cold Plates - Add suffix -7 after model # and add $2014 to Bars cost. 
See Page 122 For All Portable Bar Modifications & Accessories. 


Laminates & Stainless Steel Panels for Portable Series Bars 


Add model number at end of Portable bar model number when ordering & add additional cost. 
(Example: AMD-6B-LCW) 


-LMP Add $2684 
Marula Pine 
Exterior front & sides only 


-LCW Add $2684 


Columbian Walnut 
Exterior front & sides only 


-LCM Add $2684 
Calcutta Marble 
Exterior front & sides only 


Need a Custom Color? 


Custom Colors 
Available 
SU-81 
Consult Factory For 
Pricing & Details 


-SS Add $4692 
All Stainless Steel 
Including Top 


See Page 122 For Even More Options 
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Custom 
Colors Available! 


(See Page 123) 


Designed For Heavy-Duty Use. 


Perfect for High Volume Operation! 


STANDARD BLACK MICA BAR 


• All Black Mica Finish 

* Stainless Steel Countertop 

* 19” x 13-1/2” x 11” Stainless Steel Integral 
Insulated Ice Bin With Cover 

* Drain & Shut-Off Valve 


Top, Front, Back 
& Sides Material 


Model 


D-B 


Price 


$6786 


Black Mica 


* Open Bottom Shelf For Glass Rack Storage 
* Towel Ring 

* Dual Plastic Speed Rails (10 Bottle Capacity) 
* 4" Swivel Plate Casters (2 w/ Brakes) 


Bar Top 
Length Width Width Wt. Cu.Ft 
61" 24.50" 11” 310 Ibs. 60 


BAR WITH ALL STAINLESS STEEL WORK AREA 


* Stainless Steel Countertop, Backsplash & 
Inside Side Panels 

* 19” x 13-1/2” x 11” Stainless Steel Integral 
Insulated Ice Bin With Cover 


* Dual Plastic Speed Rails (10 Bottle Capacity) 


* Open Bottom Shelf & Mid Shelf For 

Glass Rack Storage 
* 5" Heavy Duty Swivel Plate Casters (2 w/ Brakes) 
* 2 Towel Rings 


Top, Front, Back Bar Top 
& Sides Material Model Price Length Width Width Wt. 
Black Mica R-8-B $14432 95.75" 24.50" (ЕР 550 Ibs. 


Portable Bars 


D-B Bartender Side Shown 


R-8-B Bartender Side Shown 


Portable Bar Modifications & Accessories 
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50-81 


-7 7-Circuit Cold Plate Sealed Into Bottom .......... $2466 
Of Ice Bin Add The Suffix -7 To The Model 
Number & Add To Cost (Factory Installed Only) 
BK-2 Stainless Steel Speed Най........................... 145 
DT-2 Double Tier Stainless Steel ·--.--...-................. 273 
Speed Rail 
SU-80 Continuous Bumper on 3 Sides-..................... 1377 
SU-81 Custom Mica Colors Or S/S Panels ....... Call Factory 


Custom Colors Include Exterior Finishes Only 
(Bar Front And Sides. Additional Charge For Bar 
Top. All Interiors Are Standard Black Finish, Ex- 
cluding AMS & AMD Series) 


See Page 121 For Optional Laminates & Stainless Steel Options 


“HOT & COLDFOOD TABLES 8. DROPAIN 


Features: 

* Stainless Steel Body, Top & Sides 

* Fiberglass Insulation (Excludes Solid Top Tables) 
• 1" 1.Р.5. Drain (Excludes Solid Top Tables) 

* Galvanized Legs with Adjustable Bullet Feet 


SS << Т» РА. 


Refrigerated & Hot Well Electric & Gas 
Drop-ins Hot Food Tables Solid Top Tables 
Everyday Ice-Cooled Refrigerated 
Buffet Tables Tables Tables 


—TI 


Sealed Wells Standard Wells Refrigerated Non-Refrigerated 
These units allow water to be poured Never pour water directly into these These units are designed to Units are designed to cool foods 
directly into the unit and get heated. type of units. To use hot water in these maintain chilled foods at the already chilled using only ice 
Food bins may be used without the units, must use with Model# SP-A proper temperature. within its insulated bin. There is no 
use of a Spillage Pan. Aluminum Spillage Pans or Model # refrigeration unit in this equipment. 


SP-S S/S Spillage Pans. 
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(Т Electric Sealed Well Hot Food Drop-In Units 


* 304 Stainless Steel Top e 1" 1.P.S. Drain 
* Fiberglass Insulation Between Compartments * Remote Control Panel 
“12” X 20” Die Stamped Pan Openings * Infinite Control Knobs 
“6” Deep Units * Indicator Lights 
Individual Sealed Well 
S Compartments 
# of Cut-Out Size Approx. 
Model # Price Length Width Wells WxL Volts Amps Watts Wt. Cu. Ft. 
DISW-1-120 $3080 15-1/2" 24-1/2" 1 23-1/2" x 15-5/8" 120 9.17 1100 73 Ibs. 6 
DISW-2-120 4457 30-1/2" 24-1/2" 2 23-1/2" x 29-5/8" 120 12.34 2200 110 Ibs. 6 
DISW-3-120 5410 44-1/2” 24-1/2” 3 23-1/2” x 43-5/8” 120 27.51 3300 135 Ibs. 6 
DISW-1-240 3080 15-1/2” 24-1/2” 1 23-1/2” x 15-5/8” 208/240 3.97/4.58 825/1100 73 Ibs. 6 
DISW-2-240 4457 30-1/2” 24-1/2” 2 23-1/2” x 29-5/8” 208/240 7.94/9.16 1650/2200 110 Ibs. 6 
DISW-3-240 5410 44-1/2" 24-1/2" 3 23-1/2" x 43-5/8" 208/240 11.91/13.74 2475/3300 135 Ibs. 18 
DISW-4-240 6426 58-1/2” 24-1/2” 4 23-1/2” x 57-5/8” 208/240 15.88/18.32 3300/4400 180 Ibs. 23 
DISW-5-240 8368 72-1/2” 24-1/2” 5 23-1/2” x 71-5/8” 208/240 19.85/22.90 4125/5500 208 lbs. 35 
DISW-6-240* 9867 86-1/2” 24-1/2” 6 23-1/2” x 85-5/8” 208/240 23.82/27.48 4950/6600 275 lbs. 35 
*6-well unit include two sets of control panels 
NOTE: Units are not designed to cook or heat frozen or 
refrigerated foods. Food placed in tables should already be hot, 
and the table will maintain the proper temperatures 
S D I U DISLSW-2-120 Shown 
# of Cut-Out Size Approx. 
Model # Price Length Width Wells WxL Volts Amps Watts Wt. Cu. Ft. 
DISLSW-2-120 654928 46-1/2" 16-1/2" 2 15-1/4" x 45-1/4" 120 18.34 2200 95 Ibs. 11 
DISLSW-3-120 5914 68-1/2" 16-1/2" 3 15-1/4" x 67-1/4" 120 27.51 3300 125 Ibs. 11 
DISLSW-2-240 4928 46-1/2" 16-1/2" D 15-1/4" x 45-1/4" 208/240 3.94/9.16 1600/2200 95 Ibs. 18 
DISLSW-3-240 5914 68-1/2" 16-1/2" 3 15-1/4" x 67-1/4" 208/240 11.90/13.34 2475/3300 150 Ibs. 18 
DISLSW-4-240 8305 90-1/2” 16-1/2” 4 15-1/4" x 89-1/4" 208/240 15.88/18.32 3300/4400 155 Ibs. 23 


Drop-In Unit Options & Accessories 
OPTIONAL NEMA 8' CORD WITH PLUGS AVAILABLE: 


Drop-In Units to be hard 
wired in the field. © 
Please consult the factory 
for more information. 


NEMA 5-15P NEMA L5-30P NEMA 6-20P NEMA 16-30Р 
SU-P-234 $223 SU-P-231 $400 SU-P-232 $144 SU-P-233 $367 
1 Well, 120-240v Units 4 Well, 120v Units 2 or 3 Well, 240v Units 4, 5 or 6 Well, 240v Units 


(6 well unit requires 2 Cords) 


Autofill Upgrade Filler Faucet 6” Spout 

Automatically fills & maintains water level. e Hot Water Supply Only 

Er PENR SLS ӘМ GS DEN Sos * Requires -M Manifold Drain Assembly 

Requires added cost Manifold Drain Assembly + Faucet Location To Be Specified When 

(Except HDSW series). See below. Ordering A 

SU-90 $2904 Autofill Only K-49 $546 n 


Manifold Drain Assembly 3-Phase Upgrade Thermostatic Controls 

Add The Suffix -M To The Model Number And Upgrade 240 volt units to 3 Phase Wiring. Add The Suffix -T To The Model Number 
Add Additional Pricing Below. SU-72 5690 Per Unit And Add Additional Pricing Below. 
$355 Per Well $312 Per Well 
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Electric Hot Food Tables D usro 
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* Stainless Steel Body & Top * Galvanized Liner. (Optional Stainless Steel Liner 
* Galvanized Legs, Undershelf & Adjustable Bullet Feet upgrade available Model # SU-32 $177 per well) 
* Enclosed Base Units Include Stainless Steel Body & Shelf * Infinite Control Knobs & Indicator Lights — Ж” тар? 
Fiberglass Insulation Between Each Compartment * Single Phase Wiring (Upgrade to 3 Phase Wiring for 
* 8” Wide Poly Cutting Board Shelf - Ships К.О. 240 Volt Units- Model # SU-72 $690) 
Undershelf - en © 
Model # Price Length Width* Wells Volts Amps Watts Plug Wt. Ft. 
HF-2E-120 $3070 31-13/16” 30-5/8” 2 120 8.33 1000 5-20Р 92 Ibs. 28 
HF-3E-120 3308 47-1/8” 30-5/8” 3 120 12.50 1500 5-20P 130 lbs. 41 
HF-4E-120 4476 62-716" 30-5/8" 4 120 16.67 2000 L5-30P 152105. 55 
HF-2E-240 3070 31-13/16" 30-5/8” 2 208/240 721833 1500/2000 6-20Р 92 lbs. 28 w/ Undershelf 
HF-3E-240 3308 47-18” 30-5/8” 3 208/240  10.82/12.50 2250/3000 6-20Р 120lbs. 41 HF-2E-240 Shown 
HF-4E-240 4476 62-716" 30-5/8" 4 208/240 1442/1667 3000/4000  L6-30P 1521605. 55 
HF-5E-240 5917 77-34" 30-5/8" 5 208/240 18.03/20.84 3750/5000  L6-30P 170165. 67 
*Width Includes 8" Cutting Board See Below For Stainless Steel Legs & Undershelf Upgrade 
Enclosed Base a NEMA ©. 
Model # Price Length Width” Wells Volts Amps Watts Plug Wt. Ft. 
HF-2E-120-BS $5943 31-136:  30-5/8" 2 120 8.33 1000 5-20P 92 Ibs. 28 
HF-3E-120-BS 6551 47-1/8" 30-5/8" 3 120 12.50 1500 5-20P 210lbs. 41 
HF-4E-120-BS 7956 62-7/16” 30-5/8” 4 120 16.67 2000 L5-30P 250lbs. 55 
HF-2E-240-BS 5943 31-1346" 30-5/” 2 208/240 7.21/8.33 1500/2000 6-20Р 92 Ibs. 28 
HF-3E-240-BS 6551 47-1/8” 30-5/8” 3 208/240 10.82/12.50 2250/3000 6-20P 2101. 41 
HF-4E-240-BS 7956 62-7/16” 30-5/8” 4 208/240 14.42/16.67 3000/4000 16-30Р 250lbs. 55 Enclosed Base 
HF-5E-240-BS 9489 77-3/4” 30-5/8” 5 208/240 18.03/20.84 3750/5000  L6-30P 290165. 67 HF-5E-240-BS Shown with 
HF-6E-240-BS 10859 93-1/16” 30-5/8” 5 208/240 18.03/20.84 3750/5000  L6-30P 325lbs. 88 Optional TA-255P Casters 
*Width Includes 8” Cutting Board 
Enclosed Base w/ Sliding Doors 
# of NEMA Cu. 
Model # Price Length Width* Wells Volts Amps Watts Plug Wt. Ft. 
HF-2E-120-DR $6850 31-13/16 3058 2 120 8.33 1000 5-20P 12718. 28 —asss 
HF-3E-120-DR 7674 47-1/8” 30-5/8” 120 12.50 1500 5-20P 155105. 41 
HF-4E-120-DR 9072  62-71e 30-5/8" 120 16.67 2000 L5-30P 197lbs. 55 


HF-2E-240-DR 6850 321-136 30-5/8” 
HF-3E-240-DR 7674 47-1/8” 30-5/8” 
HF-4E-240-DR 9072 62-7/16” 30-5/8” 
HF-5E-240-DR 10551 77-3/4” 30-5/8” 
HF-6E-240-DR 12038 93-1/16” 30-5/8” 
*Width Includes 8” Cutting Board 


208/240 7.21/8.33 1500/2000 6-20P 127 Ibs. 28 
208/240 10.82/12.50 2250/3000 6-20P 155 Ibs. 41 
208/240 1442/1667 3000/4000  L6-30P 197 105. 55 i 

w/ Sliding Doors 
208/240 18.03/20.84 3750/5000 L6-30P 215165. 67 HF-5E-240-DR Shown 
208/240 18.03/20.84 3750/5000 L6-30P 250105. 88 
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NOTE: Units аге not designed to cook or heat frozen or refrigerated foods. Food placed in tables should already be hot, and the table will maintain the proper temperatures 


Food Table Modifications & Accessories 
For Our Full Line Of Hot Food Table Modifications, Accessories & Replacement Parts, See Page 137-140 


Stainless Steel Legs & Undershelf Upgrade 


Galvanized Undershelf For Food Tables ў 


2 Wells | 3 Wells | 4 Wells | 5 Wells 2 Wells | 3 Wells | 4 Wells | 5 Wells 


SU-23A $1080|SU-23B $1117|SU-23C $1185| SU-23D $1332 Í | 5у-з0-и62 5373 | su-30-UG3 5474 | sU-30-UG4 $608 | 50-065 $686 
SU-25S Add Casters to Food Units w/Undershelf $646 Setof4 51/-19 Prepare Hot Tables То Be Locked Together $791 ea. 
(Includes 4 - 5” Swivel Casters, 2 w/ Brakes & Legs that (One Charge For Each Table To Be Interlocked) 
жаана) SU-32 Upgrade to а Stainless Steel Lining 177 perwell 
TA-255P Add Casters to Enclosed Base Food Units 934 Setof4 (For Electric Units. Excludes Sealed Hot Well Units) 
(Includes 4 -5” Bolted Swivel Casters, 2 w/ Brakes) SP-A Aluminum Spillage Pan 183 ea. 
SU-5G Replacement Galvanized legs with Bullet Foot 101 ea. SP-S Stai : 
-S Stainless Steel Spillage P 321 ea. 
For Hot/lce Cooled Table with Undershelf Sese StealSpillage Ran 
(HF, SW, WB, STU or CPU Series) SU-72 Upgrade 240 volt units to 3-Phase Wiring 690 ea. 


TCB-OMIT Remove Poly Cutting Board & Shelf -227 ea. 
CB-OMIT Remove Poly Cutting Board Only -113 ea. 125 


Electric Sealed Well Hot Food Tables 


* Stainless Steel Body & Top * 8” Wide Poly Cutting Board Shelf - Ships К.О. 

* Galvanized Legs, Undershelf & Adjustable Bullet Feet * 8 Ft. Electric Cord w/ Plug Included 

e Enclosed Base Units Include Stainless Steel Body & Shelf • Infinite Control Knobs & Indicator Lights 

* Stainless Steel Lining * Single Phase Wiring (Upgrade to 3 Phase Wiring for 
* Fiberglass Insulation Between Each Compartment 240 Volt Units- Model # SU-72 $690) 


* Drains With Gate Valves Per Well Individual Sealed 


Undershelf 


б A Well Compartments 
Sealed Well with Drain Shown 


#of Cu — ^ч 

Моде! # Price Length Width* Wells Volts Amps Watts NEMA Plug Wt. Ft. 

SW-2E-120 $3696 31-136: 30-5/8” 2 120 10.67 1280 5-20P 92 lbs. 28 

SW-3E-120 4473 47-1/8 30-5/8” 3 120 16 1920 5-20P 135lbs. 55 

SW-4E-120 6255 62-716 30-5/8” 4 120 21.33 2560 L5-30P 230lbs. 55 

SW-2E-240 3696  31-13/16"  30-5/8 2 208/240 7.94/9.16 1650/2200 6-20P 92 Ibs. 28 

SW-3E-240 4473 47-1/8” 30-5/8” 3 208/240 11.91/13.74 2475/3300 6-20P 135lbs. 41 

SW-4E-240 6307 62-7/16" 30-5/8 4 208/240 15.88/18.32 3300/4400 L6-30P 197165. 55 

SW-5E-240 7772 77-34" 30-5/8” 5 208/240 19.85/22.90 4125/5500 L6-30P 215165. 67 w/ Undershelf 
*Width Includes 8” Cutting Board See Below For Stainless Steel Legs & Undershelf Upgrade SW-3E-120 Shown 
Enclosed Base T еш e 
Model £ Price Length Width* Wells Volts Amps Watts Plug Wt. Ft. T t TUR 


> 


SW-2E-120-BS $6920 31-13/16° 30-5/8” 2 120 10.67 1280 5-20P 127 Ibs. 28 
SW-3E-120-BS 7949  47-18'  30-5/8 3 120 16 1920 5-20P 155 Ibs. 41 
SW-4E-120-BS 9770 62-716 30-5/8” 4 120 21.33 2560 L5-30P 197 Ibs. 54 
SW-2E-240-BS 6920  31-13/16"  30-5/8" 2 208/240 7.94/9.16 1650/2200 6-20Р 127 lbs. 28 
SW-3E-240-BS 7949 л7-/9 30-5/8 © 208/240 11.91/13.74 2475/3300 6-20P 155 lbs. 41 
SW-4E-240-BS 9770 62-76: 30-58” 4 208240 15881832 3300/4400  L6-30P 197lbs. 55 
SW-5E-240-BS 115177 77-34” 30-58” 5 
6 


SW-6E-240-BS 12502 93-146"  30-5/8 
*Width Includes 8" Cutting Board 


Enclosed Base w/ Sliding Doors 


Enclosed Base 
208/240 19.85/22.90 4125/5500  L6-30P 220 lbs. 67 SW-5E-240-BS Shown 


208/240 23.82/27.48 4850/6600 16-ЗОР 255lbs. 88 with Optional TA-255P Casters 


# of NEMA Cu. 
Model # Price Length Width* Wells Volts Volts Watts Plug Wt. Ft. 
SW-2E-120-DR $7680 31-1346"  30-5/8" 2 120 10.67 1280 5-20P 145 Ibs. 
SW-3E-120-DR 9395 47-18” 30-5/” 120 16 1920 5-20P 157 Ibs. 
SW-4E-120-DR 11543 62-716 30-5/8” 120 21.33 2560 L5-30P 187 lbs. 


SW-2E-240-DR 7680 31-13/16: 30-5/8” 
SW-3E-240-DR 9395 47-1/8” 30-5/8” 
SW-4E-240-DR 11543 62-716 30-5/” 
SW-5E-240-DR 12475 77-34 30-5/8” 
SW-6E-240-DR 13654 93-116:  30-5/& 
*Width Includes 8” Cutting Board 


208/240 17.94/9.16 1650/2200 6-20P 145 lbs. 
208/240 11.91/13.74 2475/3300 6-20P 157 Ibs. 
208/240 15.88/18.32 3300/4400 L6-30P 260 Ibs. 
208/240  19.85/22.90 4125/5500 L6-30P 281 Ibs. 67 
208/240 23.82/27.48 4850/6600 L6-30P 316 lbs. 88 


o0 ы won ы о 


w/ Sliding Doors 
SW-5E-240-DR Shown 


NOTE: Units are not designed to cook or heat frozen or refrigerated foods. Food placed in tables should already be hot, and the table will maintain the proper temperatures 


Food Table Accessories& Modifications 
For Our Full Line Of Hot Food Table Modifications, Accessories & Replacement Parts, See Page 137-140 


Stainless Steel Legs & Undershelf Upgrade Galvanized Undershelf For Food Tables ' ` 


2 Wells 3 Wells 4 Wells 5 Wells 2 Wells | 3 Wells | 4 Wells | 5 Wells 


SU-30-UG2 $373 | SU-30-UG3 $474 | SU-30-UG4 $608 | SU-UG5 $686 


-T Thermostatic Control (Per Well) $312 ea. SU-32G Upgrade to a Stainless Steel Lining $168 perwell 
-M Manifold Drains (Per Well) 355 ea. (For Gas Units. Excludes Wetbath Units) 
2 183 еа. 50-90 Automatically fills & maintains water level. | 2904 Autofill Only 
| | For DISW, DISLSW, SW & HDSW Series. Requires 
SP-S Stainless Steel Spillage Pan 321 ea. added cost Manifold Drain Assembly (Except HDSW 
SU-25S Add Casters to Food Units w/Undershelf 646 Setof4 series). See page 126. 
(Includes 4 - 5” Swivel Casters, 2 w/ Brakes & Legs that K-49 Filler Faucet for Hot Tables 546 ea. 
maintain height) (Hot water supply only. Requires -M Manifold Drain & 
TA-255P Add Casters to Enclosed Base Food Units 934 Setof4 SU-15 Prepare for Filler Faucet Provision) 
(Includes 4 -5” Bolted Swivel Casters, 2 w/ Brakes) SU-15 Prepare Hot food Table For Filler Faucet 1064 ea. 
SU-5G Replacement Galvanized Legs with Bullet Foot For Но/Лсе 101 ea. (For Gas Units. Excludes Wetbath Units) 
Cooled Table with Undershelf TCB-OMIT Remove Poly Cutting Board & Shelf -227 ea. 


126 (БУ NE OIC ORO Series) CB-OMIT Remove Poly Cutting Board Only -113 ea. 


о © Gas Powered Hot Food Tables 


For Use with Optional Spillage Pans 


* These Units Are Designed For Dry Operation Only. * Fiberglass Insulation Between Each Compartment 
* Stainless Steel Body & Top * 8" Wide Poly Cutting Board Shelf - Ships K.D. 

* Galvanized Legs, Undershelf & Adjustable Bullet Feet * Pilot Indicator Openings 

* Enclosed Base Units Include Stainless Steel Body & Shelf * 1/2" Female NPT Connection To Regulator 

* Galvanized Liner. (Optional Stainless Steel Liner * Infinite Control Knobs 


upgrade available Model # SU-32G $168 per well) 
* 3500 BTU'S Per burner 


Available For Natural Gas (NAT) Or Bottled Gas (LP) 


Undershelf 
# of Approx. Approx. 
Model # Price Length Width* Wells Weight Cu. Ft. 
HF-2G-NAT or LP $3172 31-13/16" 30-5/8" 2 92 Ibs. 28 
w/ Undershelf 
HF-3G-NAT or LP 3531 47-1/8” 30-5/8” 3 130 Ibs. 41 HF-3G-NAT Shown 
HF-4G-NAT or LP 4288 62-7/16” 30-5/8” 4 165 Ibs. 55 
HF-5G-NAT or LP 5279 77-3/4” 30-5/8” 5 170 Ibs. 67 
*Width Includes 8” Cutting Board For Stainless Steel Legs & Undershelf Upgrade See Page 128 
Enclosed Base 
# of Approx. Approx. 
Model # Price Length Width* Wells Weight Cu. Ft. 
HF-2G-NAT or LP-BS $5503 31-13/16" 30-5/8" 2 117 lbs. 28 
HF-3G-NAT or LP-BS 5779 47-1/8" 30-5/8" 3 145 Ibs. 41 
HF-4G-NAT or LP-BS 7792 62-716" 30-5/8" 4 205 Ibs. 55 
HF-5G-NAT or LP-BS 8922 77-314” 30-5/8" 5 250 lbs. 67 Enclosed) Base 


HF-5G-LP-BS Shown 
with Optional TA-255P Casters 


*Width Includes 8” Cutting Board 


SU-19 Prepare Hot Tables to be Locked Together $791 ea. 
(One Charge For Each Table To Be Interlocked) 


NOTE: External pressure regulator is required. 4” WC pressure in for Natural Gas and 10” WC pressure in for LP. 


NOTE: Units are not designed to cook or heat frozen or refrigerated foods. Food placed in tables should already be hot, 


and the table will maintain the proper temperatures 


Sleek Shields™ GLASS Foop SHIELDS 


б 
Protected Ву: Patent No. US 9,010,883 В2 Mounts To Top Of Hot/Cold Food Table ( 
Self-Serve Style Includes TA-47 
* 18" Standard Height (Top of Table To Top) Mounting Brackets 
* 1" Stainless Steel Tubing Posts (1 5/8" Posts Also Available) аша Installation 
* Includes Two 18” W x 16 3/8” Н Glass Side Panels Chamber Lock™ 
* 1/4" Thick Heat-Tempered Glass Front & Sides Allows Front Glass To Lock 
* Shipped KD In Place At 15° Intervals 


NSG-15-4WELL Shown 


15” Wide Stainless Steel Shelf 15” Wide w/ Glass Top 


О.А. Size 
Model # Price LxWxH 


NSG-15-2WELL $4826 


О.А. Size Approx. Approx. 
Model # Price LxWxH Fits # of Bowls Wt. Cubes 


GSG-15-2WELL $5790 


33 11/16” x 19 3/4” x 18 3/4” 


33 11/16” x 19 3/4” x 18” 


Fits 2-Well Unit 109 Ibs. 


NSG-15-3WELL 5024 49" x 19 3/4" x 18 3/4" GSG-15-3WELL 6008 49" x 19 3/4" x 18" Fits 3-Well Unit 143 Ibs. 22 
NSG-15-AWELL* 5881 | 645/16” x 19 3/4” x 18 3/4” | GSG-15-AWELL* 6392 | 645/16"x193/4' x 18° | Fits 4-Well Unit 186 Ibs. 29 
NSG-15-5WELL** 6423 | 79 5/8” х 19 3/4" x 18 3/4" Not Available Not Available Fits 5-Well Unit 215 lbs. 38 
NSG-15-6WELL** 7114 | 94 15/16" x 19 3/4" x 18 3/4" Not Available Not Available Fits 6-Well Unit 247 Ibs. 47 
GSG Series Food Shields are slightly longer than the table they rest on. They will extend about 7/8" on either end For Full Line Of Glass Top Food Shields 
“3/8” Thick Heat-Tempered Glass Required For Front Glass **Requires a Single Center Post (Factory Print Included) & Food Table Accessories, See Page 137-140. 
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Gas Powered Wetbath Tables @ © 


* Stainless Steel Body & Top * 1/2" Female NPT Connection To Regulator Filler Faucet K-49 $546 
* Galvanized Legs, Undershelf & Adjustable Bullet Feet * Pilot Indicator Openings 
> a белі * Hot Water Supply Only 
* Enclosed Base Units Include Stainless Steel Body & Shelf * Infinite Control Knobs I . А 
I . * Requires -M Manifold Drain Assembly 
* Stainless Steel Liner *2&3 Comp: 15,000 BTU's 


4 | & SU-15 Filler Faucet Provision 
* Stainless Steel Dish Shelf *4 & 5 Comp: 25,000 BTU's 6" Spout • Faucet Location To Be Specified 


* 8" Wide Poly Cutting Board Shelf - Ships K.D. A When Ordering 
`. 


Available For Natural Gas (NAT) Or Bottled Gas (LP) 


Undershelf 
# of Approx. Approx. 
Model # Price Length Width* Wells Weight Cu. Ft. 
WB-2G-NATorLP 53964 31-13/16” 30-5/8” 2 96 Ibs. 28 
WB-3G-NAT or LP 4335 47-1/8” 30-5/8” 3 130 Ibs. 41 
WB-4G-NAT or LP 5008 62-7/16" 30-5/8" 4 157 Ibs. 55 w/ Undershelf 
WB-5G-NAT or LP 5891 77-3/4” 30-5/8” 5 176 165. 67 WB-4G-LP Shown 


See Below For Stainless Steel Legs & Undershelf Upgrade 


Enclosed Base 
# of Approx. Approx. 


Model # Price Length Width* Wells Weight Cu. Ft. 

WB-2G-NAT or LP-BS $6326  31-13/16" 30-5/8" 2 145 lbs. 28 

WB-3G-NAT or LP-BS 6795 47-1/8" 30-5/8" 3 175 lbs. 4 

WB-4G-NAT or LP-BS 7593 62-716" 30-5/8" 4 225 Ibs. 55 

WB-5G-NAT or LP-BS 8493 773 30-5/8" 5 206 lbs. 67 Enclosed Base 


*Width Includes 8" Cutting Board WB-4G-NAT-BS Shown 


NOTE: External pressure regulator is required. 4" WC pressure in for Natural Gas and 10" WC pressure in for LP. 


NOTE: Units are not designed to cook or heat frozen or refrigerated foods. Food placed in tables should already be hot, 


and the table will maintain the proper temperatures 


Food Table Modifications & Accessories 
For Our Full Line Of Hot Food Table Modifications, Accessories & Replacement Parts, See Page 137-140 


Galvanized Undershelf For Food Tables 
2 Wells 
SU-30-UG2 $373 


5 Wells 
SU-UG5 $686 


3 Wells 
SU-30-UG3 $474 


4 Wells 
SU-30-UG4 $608 


15” Height 


10” Wide Serving Shelf 
SU-15 Prepare Hot Food Table for Filler Faucet (Faucet Not $1064 ea. with Built-In Food Shield 
Included. Stationary Models Only) Ете G 
SU-19 Prepare Hot Tables То Be Locked Together 791 ea. КІ Price Length Wt FL 
(One Charge For Each Table To Be Interlocked) 
SU-25S Add Casters to Food Units w/Undershelf (Includes 646 Setof4 155-2 $1503 31-13/ i s 2 
4-5” Swivel Casters, 2 w/ Brakes 4 Legs that maintain height) TSS-3 1711 4008 ШЕ Š 
TA-255P Add Casters to Enclosed Base Food Units 934 Setof4 T55-4 1866 coe 19. 4 
(Includes 4 -5" Bolted Swivel Casters, 2 w/ Brakes) TSS-5 2003 7734 2105. 4 
50-56 Replacement Galvanized Legs with Bullet Foot For 101 ea. TSS-6 2393 5116" 330. 5 


НоїЛсе Cooled Table with Undershelf 
(HF, SW, WB, STU or CPU Series) 


Acrylic Side Panel for Serving Shelf 


Add side panels to meet 


SP-A Aluminum Spillage Pan 183 ea. dis Ner кшк 
апе! per side 
SP-S Stainless Steel Spillage Pan 321 ea. | кР 
қ TSP-1 $380 One End 
TCB-OMIT Remove Poly Cutting Board & Shelf -227 ea. L TSP-2 $779 Two Ends 
CB-OMIT Remove Poly Cutting Board Only -113 ea. MTM 


128 Sleek Shields™ Are Also Available For Hot & Cold Food Tables. See Pages 138 For Details. 


* Stainless Steel Body & Top 

* Galvanized Legs, Undershelf & Adjustable Bullet Feet 

* Enclosed Base Units Include Stainless Steel Body & Shelf 
e 8” Wide Poly Cutting Board Shelf - Ships K.D. 


Solid Top Tables 


=z 


Undershelf 
Model # Price Length Width* Wt. Cu. Ft. 
STU-2 $1983 31-13/16" 30-5/8" 90 165. 12 
STU-3 2308 47-1/8” 30-5/8” 118 Ibs. 17 w/Undershelf 
STU-4 2735 62-7/16" 30-5/8" 150 Ibs. 23 STU-3 Shown 
STU-5 3447 77-84" 30-5/8" 168 Ibs. 41 


*Width Includes 8" Cutting Board For Stainless Steel Legs & Undershelf Upgrade See Page 128 


Enclosed Base 


Cu. 
Model # Price Length Width* Wt. Ft. 
STU-2-BS $6427 31-13/16" 30-5/8" 115 165. 26 
STU-3-BS 6783 47-1/8" 30-5/8" 143 165. 36 
STU-4-BS 8040 62-7/16” 30-5/8” 185 lbs. 46 Enclosed Base 
STU-5-BS 8966 77-3/4” 30-5/8” 203 165. 56 STU-3-BS Shown 
*Width Includes 8” Cutting Board 
w / Doo rs p" — ЕЕ | 
Cu. 
Model # Price Length Width* Wt. Ft. 
STU-2-DR $6962 31-13/16" 30-5/8” 125 Ibs. 26 
STU-3-DR 9403 47-1/8” 30-5/8” 153 Ibs. 36 
STU-4-DR 8769 62-7/16” 30-5/8” 195 Ibs. 46 
STU-5-DR 10249 77-3/4” 30-5/8” 213 165. 56 
*Width Includes 8” Cutting Board © ш 
SU-19 Prepare Hot Tables to be Locked Together $791 ea. 
(One Charge For Each Table To Be Interlocked) 
TCB-OMIT Remove Poly Cutting Board & Shelf -227 ea. 
CB-OMIT Remove Poly Cutting Board Only -113 ea. 


Food Table Overshelves 
For Our Full Line Of Hot Food Table Modifications, Accessories & Replacement Parts, See Page 137-140 


15” Height 


Single Overshelves 


12” Height 


15” Height 


Double Overshelves 


12” WIDE 18” WIDE 12” WIDE 18” WIDE 

Approx Approx Cu. Approx Approx Cu. 
Model Price Wt. Model Price Length Wt. Ft. Model Price Wt. | Model Price Length Wt. Ft. 
STOS-2 $1208 18 Ibs. | STOS-2-18 $1536 31-13/16° 20lbs. 3 ТО$-2 $2191 3215. | TOS-2-18 $2606 31-13/16” 351Һ. з 
STOS-3 1372 21 lbs. | STOS-3-18 1653 47-1/8” 23 lbs. 4 . TOS-3 2558 38 lbs. |Т05-3-18 3007 47-1/8” 41 lbs. 4 
STOS-4 1544 2415. | STOS-4-18 1790 62-716: 26lbs. 5 TOS-4 2924 4415. |TOS-4-18 3435 62-746" 471. 5 
STOS-5 1672 2715. | STOS-5-18 1954 77-347 30 lbs. 6 (ТО5-5 3287 49/5. |ТО5-5-18 3853 77-34" 53 lbs. 6 
STOS-6 2039 33ibs. | STOS-6-18 2383 93-1/8 35 lbs. 6 (ТО5-6 4012 5610ѕ. |TOS-6-18 4703 93-1/8” 61 lbs. 6 
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Drop-In Cold Pan Units 


IcE-CooLEp Drop-IN Corp PAN UNITS 


* 304 Stainless Steel Top * Black Molding with Thermal Breaker 
* 9” Deep Ice Bin With Fiberglass Insulation e 1" 1.Р.5. Drain 
Ice Approx. 
Model # Price Length Width Cut-Out Size Capacity Wt. Ft. Slimline 
РД DISLCP-2 $3420 495/8 18-5/8” 17 3/8" x 48-3/8 93 168 lbs. — 11 DISLCP-3 Shown 
= DISLCP-3 4129 71 1/4” 18-5/8” 17 3/8” x 70” 141 178 Ibs. 18 
a DISLCP-4 4715 92 7/8” 18-5/8” 17 3/8” x 91 5/8” 186 215 Ibs. 23 
DICP-1 2374 18-13/16” 26 3/4” 25 1/2” х 18 5/8” 45 129 Ibs. 6 
A DICP-2 2815 34-1/8" 26 3/4” 25 1/2” x 32 1/8" 93 162 Ibs. 10 
5 DICP-3 3226 49-7/16” 26 3/4” 25 1/2” x 45 5/8” 141 165 Ibs. 14 
2 DICP-4 4014 64-3/4” 26 3/4” 25 1/2” х 59 1/8” 188 199 Ibs. 18 
Im] DICP-5 4633 80-1/8" 263/4  251/2"x725/8' 236 240 lbs. 23 Standard 
DICP-6 5102 95-3/8" 26 3/4” 25 1/2”x 86 1/8” 284 268 lbs. 27 < EH EE D/CP-2 Shown 


Optional Adapter Rails & Bars 


DICP SERIES DISLCP SERIES 


Model # Fits Model: Model # | Fits Model: Description 


SU-P-501 DICP-1 Two Left To Right Rails & Two Front-To-Back Supports. Includes Mounting Screws. 


SU-P-502 DICP-2 SU-P-512 | DISLCP-2 


Two LeftTo Right Rails & Three Front-To-Back Supports. Includes Mounting Screws. 


SU-P-503 DICP-3 SU-P-513 | DISLCP-3 


Two Left To Right Rails & Four Front-To-Back Supports. Includes Mounting Screws. 


SU-P-504 DICP-4 
DICP-5 


DICP-6 


SU-P-514 | DISLCP-4 Two LeftTo Right Rails & Five Front-To-Back Supports. Includes Mounting Screws. 


SU-P-505 Two Left To Right Rails & Six Front-To-Back Supports. Includes Mounting Screws. Left To Right Rails & Front To 


Two LeftTo Right Rails & Seven Front-To-Back Supports. Includes Mounting Screws. Back Supports Shown Above 


SU-P-506 
Horizontal Adapter Bars 12x1” Works With Required Rail Kits = » 
For Small Pan Sizes Model # SU-45A (See Grid Above) : 


REFRIGERATED Dnor-IN Corp PAN UNITS 


* 304 Stainless Steel Тор ° 1" 1.P.S. Drain 
* 9” Deep Ice Bin With Fiberglass Insulation * Precision Thermostat For Exact 
* Full Insulation Galvanized Outer Jacket Temperature Control 
* Black Molding with Thermal Breaker * Includes Adapter Bars For 12" X 20" Food Pans @ 
* High Cooling Capacity (Pans not Included) ын” 08 
* Sight Glass To Ensure Properly Charges System * 8 Ft. Cord & Plug Included Intertek 
* Low Running Current Slimline 
# of Approx. Cu. DISLRCP-2 Shown 
Model # Price Length Width Cut-Out Size Wells Refrigerant Wt. Ft. 
= DISLRCP-2 $9120 49-5/8” 18-5/8' 17-1/8” x 48-3/8” 2 R404-A 205165. 25 
ш DISLRCP-3 10244 71-1/4” 18-5/8” 15-3/8” х 70” 3 R404-A 257 05. 31 
= DISLRCP-4 11384 92-7/8” 18-5/8" 17-3/8” x 91-5/8” 4 R404-A 32510. 46 
[7] 
DIRCP-1 6917 20" 26-3/47 25-1/2” x 18-5/8” 1 R404-A 1631. 14 
= DIRCP-2 7392 33-1/2" 26-3/4^ 25-1/2” x 32-1/8" 2 R404-A 205lbs. 22 
E DIRCP-3 8117 4” 26-3/4” — 25-1/2” x 45-5/8" 3 R404-A 257lbs. 31 
2 DIRCP-4 9041 60-1/2” 26-3/4° 25-1/2” x 59-1/8" 4 R404-A 325 Ibs. 39 
a DIRCP-5 10593 74° 26-3/4” 25-/2”х72-/6 5 R404-A 365lbs. 47 5i 204 
DIRCP-6 11356 87-1/2” 26-3/4° 25-1/2” x 86-1/8" 6 В404-А 398 Ibs. 55 


50-71 5 Year Extended Parts Warranty оп Refrigeration Unit $710 PerUnit 
(Available for Refrigerated Tables & Drop-Ins. See Back Inside 
Cover For Full Details) 


SU-P-234 - 8’ Cord with 
NEMA 5-15P plug Included 


NOTE: Units are not designed to cool foods originally warm. Food should already be chilled to maintain the proper temperatures 


130 Ж WARNING: Refrigerated Equipment on this page may expose you to chemicals, including Ethanes, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov, 
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* 304 Stainless Steel Body & Тор * Fiberglass Insulation 
* Galvanized Legs, Undershelf & Adjustable Bullet Feet e 1" I.P.S. Drain 
* Enclosed Base Units Include Stainless Steel Body & Shelf * 8" Wide Poly Cutting Board Shelf - Ships K.D. 
Undershelf 
Model # Price Length Width* Wt. 
CPU-2 $2244 31-13/16" 30-5/8" 90 Ibs. 
CPU-3 2904 47-1/8" 30-5/8" 118 Ibs. 
CPU-4 3518 62-7/16” 30-5/8” 150 Ibs. 
CPU-5 4135 77-3/4” 30-5/8” 168 Ibs. 


*Width Includes 8” Cutting Board 


Cu. Ft. 


12 
18 
23 
29 


Standard Ice-Cooled Tables 


w/ Undershelf 
CPU-3 Shown 


Stainless Steel Legs & Undershelf Upgrade 
2 Wells | 3 Wells | 4 Wells | 5 Wells 


SU-23A 51080) SU-23B $1117 |su-23c $11 85| sU-23D$1332 | 


L 


Optional Adapter Bars 


| m Б 127 xa” 20° x3" 
SU-5G Replacement Galvanized Legs with Bullet Foot For Hot/ice 9101 ea. Model # SU-45A Model # SU-45B 
Cooled Table with Undershelf (HF, SW, WB, STU or CPU Series) $80 ea. $90 ea. 
Enclosed Base === 
си. Enclosed Base 
Model # Price Length Width* Wt. Ft. CPU-5-BS Shown 
CPU-2-BS $5575 31-13/16" 30-5/8" 115 Ibs. 18 with Optional 
CPU-3-BS 6610 47-18” 30-5/8” 143 Ibs. 34 Caster Kit 
CPU-4-BS 7820 62-7/16” 30-5/8” 227 Ibs. 44 
CPU-5-BS 8259 77-3/4” 30-5/8” 203 Ibs. 54 
*Width Includes 8” Cutting Board - ы 
w/ Doors "T 
Model # Price Length Width* Wt. Ft. W/ Doors 
CPU-2-DR $5874 31-13/16" 30-5/8" 125 Ibs. 24 CPU-5-DR 
CPU-3-DR 7042 47-118" 80-5/8" 153 Ibs. 34 Shown 
CPU-4-DR 8440 62-7/16” 30-5/8” 195 Ibs. 44 
CPU-5-DR 8983 77-3/4” 30-5/8” 213 Ibs. 54 


*Width Includes 8” Cutting Board 


NOTE: Units are not designed to cool foods originally warm. Food 


should already be chilled to maintain the proper temperatures 


Sleek Shields™ GLASS Foop SHIELDS 


Mounts To Top Of Hot/Cold Food Table 


Protected By: Patent No. US 9,010,883 B2 


Self-Serve Style 
* 18" Standard Height (Top of Table To Top) 


* 1" Stainless Steel Tubing Posts (1 5/8" Posts Also Available) 
* Includes Two 18” W x 16 3/8" Н Glass Side Panels 

* 1/4" Thick Heat-Tempered Glass Front & Sides 

* Shipped KD 


15" Wide Stainless Steel Shelf 


O.A. Size 
Model # Price LxWxH 


NSG-15-2WELL $4826 


33 11/16” x 19 3/4” x 18 3/4” 


Mounting Brackets 
For In-Field Installation 


CONNECT IT! 
Prepare Tables To Be Locked Together While Keeping 
Them Lined Up! (One Charge For Each Table To Be Interlocked) 
SU-19 $791 per table 


Includes TA-47 


Chamber Lock™ 


Allows Front Glass To Lock 
In Place At 15° Intervals 


NSG-15-4WELL Shown 


15” Wide w/ Glass Top 


Model # 
GSG-15-2WELL $5790 


О.А. Size Approx. Approx. 


Price LxWxH Fits # of Bowls Wt. Cubes 


Fits 2-Well Unit 


33 11/16” x 19 3/4” x 18” 109 Ibs. 


NSG-15-3WELL 5024 49” x 19 3/4” x 18 3/4” GSG-15-3WELL 6008 49” x 19 3/4” x 18” Fits 3-Well Unit 143 Ibs. 22 
NSG-15-AWELL* 5881 | 64 5/16” x 19 3/4” x 18 3/4” | GSG-15-4WELL* 6392 | 645/16°х 19 3/4" x18" | Fits 4-Well Unit 186 lbs. 29 
NSG-15-5WELL** 6423 | 79 5/8” x 19 3/4” x 18 3/4" Not Available Not Available Fits 5-Well Unit 215 Ibs. 38 
NSG-15-6WELL** 7114 | 94 15/16” x 19 3/4" x 18 3/4" Not Available Not Available Fits 6-Well Unit 247 Ibs. 47 
GSG Series Food Shields are slightly longer than the table they rest on. They will extend about 7/8" on either end For Full Line Of Glass Top Food Shields 


“3/8” Thick Heat-Tempered Glass Required For Front Glass "Requires a Single Center Post (Factory Print Included) & Food Table Accessories, See Page 137-140. 131 


Mechanically Assisted Cold Pan Tables 
REFRIGERATED COLD PAN TABLES 


* 304 Stainless Steel Body, Тор and Legs 
* Adjustable Bullet Feet 
* Heavy Duty Cabinet Base 


* 8" Wide Poly Cutting Board Shelf - Ships K.D. 


e 1" I.P.S. Drain 


* High Cooling Capacity 
* Sight Glass To Ensure Properly Charges System 
* Low Running Current 
* 8 Ft. Electric Cord w/ Plug Included 

* Includes Adapter Bars For Optional spillage Pans 


* Precision Thermostat For Exact Temperature Control 


Enclosed Base 


Cu. 
Model # Price Length Width* Refrigerant Wt. Ft. 
МАСР-2-В5 613745 31-316" 30-58” R404-A 230lbs. 39 
MACP-3-BS 15517 47-18” 30-5/8” R404-A 256 lbs. 56 
MACP-4-BS 16770 62-716 30-5/8” R404-A 380 Ibs. 73 
MACP-5-BS 18297 77-34” 30-5/8” R404-A 465 lbs. 90 
*Width Includes 8” Cutting Board 
w/ Sliding Doors 
Cu. 
Model # Price Length Width* Refrigerant Wt. Ft. 
MACP-3-DR $16105 47-1/8" 30-5/8” R404-A 385lbs. 41 
MACP-4-DR 18648 62-716: 30-5/8” R404-A 420 lbs. 73 
MACP-5-DR 20418 77-34 30-5/8” R404-A 505lbs. 90 


*Width Includes 8” Cutting Board 


50-71 5 Year Extended Parts Warranty on Refrigeration Unit $682 Per Unit 


(Available for Refrigerated Tables & Drop-Ins. See Back Inside 


Cover For Full Details) 


SU-P-234 - 8’ Cord with 


NEMA 5-15P plug Included 


* Stainless Steel 

* Plastic Handles 
* Piano Hinge(s) 

* Fits CPU, DICP 
MACP & BMACP 
Units 


Enclosed Base 
MACP-3-BS Shown 


— 


ана A 


Sliding Doors 
MACP-3-DR Shown 


«I. 


sre 


Intertek 


Cold Pan Table Covers 


Cu. 
Model # Price Length Wt. Ft. 
HC-2 $553  28-9/16" 12lbs. 3 
HC-3 827 43-7/8" 16 Ibs. 4 
HC-4 905 59-3/16” 20 Ibs. 5 
НС-5 1051 74-1/2” 24 Ibs. 6 


NOTE: Units are not designed to cool foods originally warm. Food should already be chilled to maintain the proper temperatures 


A WARNING: Refrigerated Equipment on this page may expose you to chemicals, including Ethanes, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 


15” Height 


Single Overshelves 


Food Table Shelving 


For Our Full Line Of Hot Food Table Modifications, Accessories & Replacement Parts, See Page 139-142 


12” Height 


15” Height 


| 
| 


Double Overshelves 


12” WIDE 18” WIDE 12” WIDE 18” WIDE 
Approx Approx Cu. Approx Approx Cu. 
Model Price Wt. Model Price Length Wt. Ft. Model Price Wt. | Model Price Length Wt. Ft. 
STOS-2 $1208 1815. | STOS-2-18 $1536 31-13/16° 20 lbs. 3 TOS-2 $2191 з21ьѕ. | TOS-2-18 $2606 31-13/16° 35 lbs. 3 
STOS-3 1372 2115. | STOS-3-18 1653 47-1/8” 23lbs. 4 TOS-3 2558 38 Ibs. | TOS-3-18 3007  47-1/8' 41 Ibs. 4 
STOS-4 1544 24 lbs. | STOS-4-18 1790 62-7/16° 26 lbs. 5 TOS-4 2924 14415. |TOS-4-18 3435 62-7/16” 47 Ibs. 5 
STOS-5 1672 27105. | STOS-5-18 1954 77-34" 30 lbs. 6 TOS-5 3287 49 Ibs. |ТО5-5-18 3853 77-3/4” 53 lbs. 6 
STOS-6 2039 ззіюѕ. | STOS-6-18 2383 93-1/16: 35 lbs. 6 TOS-6 4012 5610ѕ. |TOS-6-18 4703  93-1/16" 61 lbs. 6 
Food Table Accessories 
SU-25S Add Casters to Food Units w/Undershelf $646 Setof4 SU-19 Prepare Hot Tables to be Locked Together $791 ea. 
(Includes 4 - 5" Swivel Casters, 2 w/ Brakes & Legs that (One Charge For Each Table To Be Interlocked) 
maintain height) SU-45A 12x1” Adapter Bar 80 ea. 
SU-25 Add Casters to Food Units w/Undershelf 594 Set of 4 SU-45B 20” x 3” Adapter Bar 90 ea. 
002222. а TCB-OMIT Remove Poly Cutting Board & Shelf -227 ea. 
TA-25 Replacement Casters For Undershelf Units 594 Setof4 СВ-ОМІТ Remove Poly Cutting Board Only “113 ea. 
(For Units Built After October 2015. Includes 
4-5” Swivel Casters, 2 w/ Brakes.) sl k shi а ТН 
се lelds re Also Available For Ho о 
TA-255P Add Casters to Enclosed Base Food Units (in- 934 Setof4 
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cludes 4 -5” Bolted Swivel Casters, 2 w/ Brakes) 


Food Tables. See Pages 140 For Details. 


Heavy Duty Tables 
HEAVY DUTY ELECTRIC SEALED WELL TABLES — 


e Heavy Duty Construction 300 Stainless Steel Body, — *8 Ft. Electric Cord w/ Plug Included 
Top and Legs * Control Knobs & Indicator Lights @ 
“ Adjustable Stainless Steel Bullet Feet * Removable Front Panel To Access Elements 
* 8” Wide Poly Cutting Board Shelf - Ships К.О. (Upgrade to 3 Phase Wiring for 
: I : Enclosed Base 
* Sealed Wells w/ Manifold Drains 240 Volt Units- Model # SU-72 $627) 


HDSW-3-240-BS Shown 


* Th tati trol 
тозо CENAS with Optional TA-255P Casters 


Enclosed Base 


# of 

Model # Price Length Width* Wells | Volts Amps Watts wt.  CuFt | Autofill Upgrade 

HDSW-2-120-BS $13032 31-13/16: 35-3/4” 2 120 10.67 1280 225 81 Automatically fills & maintains water level. 

HDSW-3-120-BS 15704 47-1/8 35-34” 3 120 16 1920 340 45 For DISW, DISLSW, SW & HDSW Series. 

HDSW-4-120-BS 18065 62-7/16" 353 4 120 21.33 2560 430 60 аон 2... 

HDSW-2-240-BS 13032 31-136 35-34" 2 208/240 7.94/9.16 1650/2200 225 31 Тен 52904 Орга u TUUS 

HDSW-3-240-BS 15704  a47-18 35-3/4" 3 208/240 11.91/13.74 2475/3300 340 45 

HDSW-4-240-BS 18065  627/6' 35-3/4” 4 208/240 15.88/18.32 3300/4400 430 60 

HDSW-5-240-BS 23575 77-34" 35-3/4" 5 208/240 19.85/22.90 4125/5500 520 74 Filler Faucet 

HDSW-6-240-BS 27515 93-1/16  35-3/4^ 6 208/240 23.82/27.48 4850/6600 610 88 * Hot Water Supply Only 6" Spout 
*Width Includes 8" Cutting Board * Faucet Location To Be 4 

Specified When Ordering t 


e Requires -M Manifold Drain Assembly 


А ais • Add SU-15 $1064 for Filler Faucet Provision 
ready be hot, and the table will maintain the proper temperatures K-49 $546 


NOTE: Units are not designed to cook or heat frozen or refrigerated foods. Food placed in tables should al- 


HEAVY DUTY Refrigerated Cold Well Tables — —— 


* Heavy Duty Construction 300 Stainless Steel Body, * High Cooling Capacity 
Top & Legs * Includes Adapter Bars For Optional Spillage Pans 8). 

“ Adjustable Stainless Steel Bullet Feet * Low Running Current ee S 

* Heavy Duty Cabinet Base * Precision Thermostat For Exact Temperature Control Intertek 

e 1" 1.P.S. Drain * Single Phase Wiring 

* Poly Cutting Board Shelf - Ships K.D. * 8 Ft. Electric Cord w/ Plug Included Enclosed Base 

Model # Price Length Width* Refrigerant Wt. Cu. Ft. with 2. 2. м ters 

HDRCP-2-BS 520228 31-13/16" 36-1/4" В404-А 300 Ibs. 39 

HDRCP-3-BS 21217 47-1/8” 36-1/4” R404-A 420 lbs. 56 

HDRCP-4-BS 23575 62-7/16” 36-1/4” R404-A 510 Ibs. © 

HDRCP-5-BS 27504 77-3/4” 36-1/4" R404-A 568 Ibs. 90 

HDRCP-6-BS 30256 93-1/16" 36-1/4" R404-A 633 Ibs. 90 

*Width Includes 8" Cutting Board CONNECT IT! 
Prepare Tables To Be Locked Together 
SU-71 5 Year Extended Parts Warranty on Refrigeration Unit $710 Per Unit While Keeping Them Lined Up! 

(Available for Refrigerated Tables & Drop-Ins. (One Charge For Each Table To Be Interlocked) 
See Back Inside Cover For Full Details) SU-19 $791 per table 


A WARNING: Refrigerated Equipment on this page may expose you to chemicals, including Ethanes, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca. gov. 


HEAVY DUTY Icr-Coorrp TABLES 


* Stainless Steel Body, Top And Legs 
* Adjustable Stainless Steel Bullet Feet Qo Enclosed Base 


* High Cooling Capacity HDCPU-3-BS Shown 
* Heavy Duty Cabinet Base with Optional TA-255P Casters 
e 8” Wide Poly Cutting Board Shelf - Ships K.D. 


Enclosed Base With Doors 

Model # Price Length Width* Wt. Cu. Ft. Model # Price Length Width* 

HDCPU-2-BS $9906 31-13/16: 36-1/4 117 Ibs. 27 HDCPU-2-DR 510229 31-13/16° 36-1/4” 127 lbs. 27 
HDCPU-3-BS 11724  47-1/8 36-1/4” 145 lbs. 39 HDCPU-3-DR 12330 47-1/8" 36-1/4” 155 Ibs. 39 
HDCPU-4-BS 12676 62-7/16° 36-1/4” 205 lbs. 58 HDCPU-4-DR 13053 62-7416" 36-1/4” 215 Ibs. 58 
HDCPU-5-BS 15708 77-34" 36-1/4” 250 Ibs. 69 HDCPU-5-DR 16265  77-3/4' 36-1/4” 264 lbs. 69 
HDCPU-6-BS 17197 93-146" 36-1/4” 295 lbs. 81 HDCPU-6-DR 17893 93-1416" 36-1/4” 309 lbs. 81 


*Width Includes 8" Cutting Board 


See Pages 137-140 For Shelving & Accessories! 133 


Everyday Buffet Hot Food Tables 


* Stainless Steel Тор And Body 
* Matte Black Vinyl Clad 


“8” Deep Liners For Optional SP-A Or SP-S Spillage Pans 


* 1/4” Thick, Double Sided Thermoplastic Polymer 
Sneeze Guard & Side Panels 

* 4" Swivel Casters, Two With Brakes 

* Fiberglass Insulation 


For Use with Optional 
Spillage Pans 


* Infinite Control Knobs 
* Indicator Lights 


* Pre-Drilled For Optional Solid Drop-Down Tray Shelf 


available for one or both sides 


°8 Ft. 
* Single Phase Wiring (Upgrade to 3 Phase Wiring for 

240 Volt Units- Model # SU-72 $690) 
“То Omit Sneeze Guard use Model # BSG-OMIT deduct $397 


Electric Cord w/ Plug Included 


Open Base 
Galvanized Stainless Steel # of NEMA 

Liners Price Liners Price Length Wells Plug Volts Amps Watts Wt. Ft. Open Base 
B2-120-B $6029 | B2-120-B-S $6757 | 31-1346 2 5-20P 120 8.33 1000 13518. 39 B3-120-B-S Shown 
B3-120-B 6613 | B3-120-B-S 7085 | 47-18” 3 5-20P 120 12.50 1500 246 105. 56 
В4-120-В 7488 | В4-120-В-5 8183 | 62-7/16” 4 L5-30P 120 16.67 2000 3011. 73 
В2-240-В 6029 | B2-240-B-S 6757 | 31-13/16” 2 6-20Р 208/240 7.21/8.33 1500/2000 135lbs. 39 
B3-240-B 6402 | B3-240-B-S 7085 | 47-1/8” 3 6-20P 208/240 10.82/12.50 2250/3000 170lbs. 57 
B4-240-B 7488 | B4-240-B-S 8183 | 62-7/16” 4 L6-30P 208/240 14.42/16.67 3000/4000 310lbs. 73 
В5-240-В 9233 | B5-240-B-S 9673 | 77-3/4” 5 L6-30P 208/240 18.03/20.84 3750/5000 343 lbs. 
Enclosed Base 

Galvanized Stainless Steel # of NEMA 

Liners Price Liners Price | Length Wells Plug Volts Amps Watts Wt. 
B2-120-B-SB $7526 | B2-120-B-S-SB $7889 | 31-1316” 2 5-20P 120 8.33 1000 135 Ibs. 
B3-120-B-SB 8330 | B3-120-B-S-SB 8878 | 47-1/8” 3 5-20P 120 12.50 1500 170 Ibs. 
B4-120-B-SB 9134 | B4-120-B-S-SB 10058 | 62-716 4 L5-30P 120 16.67 2000 310 Ibs. 
B2-240-B-SB 7526 | B2-240-B-S-SB 7889 | 31-1316 2 6-20P 208/240  7.21/8.33 1500/2000 135 lbs. 
B3-240-B-SB 8330 | B3-240-B-S-SB 8878 | 47-1/8” 3 6-20P 208/240 10.82/12.50 2250/3000 170165. 56 Enclosed Base 
B4-240-B-SB 9134 | B4-240-B-S-SB 10058 | 62-716 4 L6-30P 208/240 14.42/16.67 3000/4000 210156. 73 B3-120-B-SB Shown 
B5-240-B-SB 10507 | B5-240-B-S-SB 11325 | 77-3/4” 5 L6-30P 208/240 18.03/20.84 3750/5000 235 lbs. 90 


BUFFET TABLE SEALED WELL WITH ENCLOSED BASE 


* Stainless Steel Top And Body 

* Stainless Steel Sealed Wells with Manifold Drains 
* Matte Black Vinyl Clad 

* 10 Gauge Aluminum Dome Shape Heat Element 


* 20 Gauge Stainless Steel Deep Drawn Bowls With 1" Drain 


* 1/4" Thick, Double Sided Thermoplastic Polymer 
Sneeze Guard And Side Panels 

* 4" Swivel Casters, Two With Brakes 

* Fiberglass Insulation 


Enclosed Base 


* Optional Solid Drop-Down Tray Shelf 
available for one or both sides 
* Infinite Control Knobs 
* Indicator Lights 
* Single Phase Wiring 
* Single Phase Wiring (Upgrade to 3 Phase Wiring for 
240 Volt Units- Model # SU-72 $690) 
* 8 Ft. Electric Cord w/ Plug Included 
“То Omit Sneeze Guard use Model # BSG-OMIT deduct $397 


Enclosed Base 


Stainless Steel # of NEMA Cu. BSW3-120-B-SB Shown 
Liners Price Length Wells Plug Volts Amps Watts Wt. Ft. 

BSW2-120-B-SB $8952 31-13/16” 2 5-20P 120 10.67 1280 300 Ibs. 30 
BSW3-120-B-SB 9556 47-18” 3 5-20P 120 16 1920 325 Ibs. 43 Емр SHELF 
BSW4-120-B-SB 10776 627146 4 L5-30P 120 21.33 2560 356168. 55 For Hor/Corp TABLES — 
BSW2-240-B-SB 8952 31-1346" 2 6-20P — 208240 794916 1650/2200 2001. 30 (Excludes HDSW, HDRCP & HDCPU Units) 
BSW3-240-B-SB 9556 47189 3 6-20P 208040 1191/1374 2475/3300 325lbs. 43 ° 4. = В Length 
BSW4-240-B-SB 10776 62-716" 4 L6-30P 208/240 15.88/18.32 3300/4400 356 Ibs. 55 | 
BSW5-240-B-SB 12574 77-3 5 L6-30P 208/240 19852290 4125/5500 370lbs. 68 ыра Drop own 

TES-1 TES-1D 

$1013 $1195 == 


NOTE: Units аге not designed to cook ог heat frozen or refrigerated foods. Food placed іп 


tables should already be hot, and the table will maintain the proper temperatures 


134 


See Pages 137-140 For Shelving & Accessories! 


© 


For Use with Optional Spillage Pans 


Everyday Buffet Ice-Cooled Tables 


* Stainless Steel Тор And Body * 4" Swivel Casters, Two With Brakes 
* Matte Black Vinyl Clad * Fiberglass Insulation 


* 9" Deep Liners With Adapter Bars * Pre-Drilled For Optional Solid Drop-Down Tray Shelf available 4 
For Optional SP-A Ог SP-S Spillage Pans 

* 1/4” Thick, Double Sided Thermoplastic Polymer 
Sneeze Guard And Side Panels 


for one or both sides 
“То Omit Sneeze Guard use Model # BSG-OMIT deduct $397 


Open Base 
# of 
Model Price Length Wells Wt. Cu. Ft. 
B2-CPU-B $5653 35-15/18” 2 252 Ibs. 59 б ü 
i pen Base 
B3-CPU-B 6182 53-1/9 3 280 Ibs. 85 B3-CPU-B Shown 
B4-CPU-B 6714 69-8/18” 4 347 Ibs. 109 
B6-CPU-B 7690 86-3/4” 6 392 Ibs. 133 
Enclosed Base 
# of 
Model Price Length Wells Wt. Cu. Ft. 
B2-CPU-B-SB $6383 35-15/18" 2 263 Ibs. 59 
B3-CPU-B-SB 6619 53-1/9" 3 291 Ibs. 85 
B4-CPU-B-SB 7236 69-8/18" 4 358 Ibs. 109 
B6-CPU-B-SB 8368 86-3/4" 6 403 Ibs. 133 


Enclosed Base 


B3-CPU-B-SB Shown 
NOTE: Units are not designed to cool foods originally warm. Food should already be 


chilled to maintain the proper temperatures 


Everyday Buffet Tables with Solid Top 


* Stainless Steel Top And Body 

* Solid Stainless Steel Top 

* Matte Black Vinyl Clad 

* 1/4" Thick, Double Sided Thermoplastic Polymer 
Sneeze Guard on top and side panels and Side Panels 


* 4" Swivel Casters, Two With Brakes 
* Optional Solid Drop-Down Tray Shelf 
available for one or both sides 
“То Omit Sneeze Guard use Model 4 BSG-OMIT deduct $397 


Open Base 

Model Price Length Wt. Cu. Ft. Open Base 
B2-STU-B $5843 35-15/18" 291 Ibs. 59 B3-STU-B Shown 
B3-STU-B 6249 53-1/9" 336 Ibs. 85 

B4-STU-B 7019 69-8/18” 370 Ibs. 109 

B6-STU-B 8028 86-3/4” 414 lbs. 133 
ENcLosED BASE 

Model Price Length Wt. Cu. Ft. 

B2-STU-B-SB $6212 36” 302 Ibs. 59 

B3-STU-B-SB 7016 53” 347 lbs. 85 

B4-STU-B-SB 7824 70” 381 Ibs. 109 

B6-STU-B-SB 8264 87” 426 lbs. 133 

Enclosed Base 
See Pages 137-140 For Shelving & Accessories! 


B3-STU-B-SB Shown 
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Mechanically Assisted Everyday Buffet Tables 


Corp PAN TABLES WITH ENCLOSED BASE 


* Stainless Steel Top, Liner And Body 

* Self contained condensing unit provided with a hermetically 
sealed compressor with a digital, programmable thermostat 

* Full Insulation With 22 Gauge Galvanized Outer Jacket 

* Removable access door to compressor 

* Fiberglass Insulation 

* High Cooling Capacity 

* Sight Glass To Ensure Properly Charges System 

* Low Running Current 

* Precision Thermostat For Exact Temperature Control 

e 1" .P.S. Drain 


For Use with Optional Spillage Pans 


Intertek 


* 1/4" Thick, Double Sided Thermoplastic Polymer 
Sneeze Guard And Side Panels 

* 4" Swivel Casters, Two With Brakes 

* Includes Food Pan Adapters For optional 12" X 20" Pans 

* Matte Black Vinyl Clad 

* Pre-Drilled For Optional Solid Drop-Down Tray Shelf 
available for one or both sides 

* Single Phase Wiring 

* 8 Ft. Electric Cord w/ Plug Included 

“То Omit Sneeze Guard use Model # BSG-OMIT deduct $397 


# of NEMA 

Model Price Length Wells Plug Refrigerant Wt. Си. Ft. 

BMACP2-B-SB $14353 3133/6 2 5-20P R404-A 250 Ibs. 30 Enclosed Base 
BMACP3-B-SB 15338 47-1/8” 3 5-20P R404-A 300 Ibs. 43 ВМАСРЗ-В-5В Shown 
BMACP4-B-SB 16129 62-7/16” 4 5-20Р R404-A 345 Ibs. 55 

BMACP5-B-SB 17177 77-3/4” 5 5-20Р В404-А 395 Ibs. 68 


NOTE: Units are not designed to cook or heat frozen or refrigerated foods. Food placed in 


tables should already be hot, and the table will maintain the proper temperatures 


SU-71 5 Year Extended Parts Warranty on Refrigeration Unit 
(Available for Refrigerated Tables & Drop-Ins. See Back Inside Cover For Full Details) 


CONNECT IT! 

Prepare Tables To Be Locked Together 
While Keeping Them Lined Up! 
(One Charge For Each Table To Be Interlocked) 
SU-19 $791 per table 


$710 Per Unit 


Ж WARNING: Refrigerated Equipment on this page may expose you to chemicals, including Ethanes, that are known to the State of California to cause cancer or birth defects or other reproductive harm. For more Info. visit www.p65warnings.ca.gov. 


PORTABLE CASH REGISTER STANDS 
WITH DRAWER & Key Lock i 


* 20 Gauge, 304 Stainless Steel Frame 
* Locking Drawer 

* 4” Swivel Casters With Two Brakes 
e Open Storage Area 

e Matte Black Vinyl Clad 


Cash Register 
not included) 


Add Holes For Power Cord 
(Requires 2) 
TA-108 $174 per hole 


Model Price Length Width Height 


Wt. 


ES — | 
~~. | EVERYDAY BUFFET 


SILVERWARE STAND 


* 20 Gauge, 304 Stainless Steel Frame 
Includes 12 Plastic Silverware Cups 
* 4" Swivel Casters With Two Brakes 

* Matte Black Vinyl Clad 


Cu. Ft. 


BCRS-B $3528 22 1/27 221/2” 343/8” 


140 Ibs. 


19 
(Trays & silverware shown 


not included) 
WirH LockiInGc Door 
* Stainless Steel Interior, Frame And Bottom 
“ Adjustable Hinges & Locking Door w/ Key 
* Full Perimeter Bumpers 
* Mid-Shelf 
* Black Mica Finish On Door, Top & Sides 
* Open Bottom Shelf For Glass Rack Storage 
* 4" Swivel Casters With Two Brakes $ Model Price Length Width Height Wt. Си. Ft. 
Model Price Length Width ^ Height Wt. Cu. Ft. BSWS-B $4300 31.875" 224” 40” 160 lbs. | 28 
AMD-2B $3196 24.5” 23.5” 40.5” 160 Ibs. gm 
Food Table Modifications & Accessories 
For Our Full Line Of Hot Food Table Modifications, Accessories & Replacement Parts, See Page 137-140 
TCB-OMIT Remove Poly Cutting Board -$227 ea. SU-45A 12" x 1” Adapter Bar 80 ea. 
CB-OMIT Remove Poly Cutting Board Only -113 ea. SU-45B 20"x3 Adapter Bar 90 ea. 
SU-6 Hot/Cold Food Table Handle $248 ea. SU-72 Upgrade 240 volt units to 3-Phase Wiring 690 ea. 
SU-6-B Everyday Buffet Handle $248 ea. SP-A Aluminum Spillage Pan 183 ea. 
SU-6-HD Heavy Duty Hot/Cold Food Table Handle $248 ea. SP-S Stainless Steel Spillage Pan 321 ea. 
SU-19 Prepare Hot Tables To Be Locked Together 791 ea. 


136 (One Charge For Each Table To Be Interlocked) 


Ф Hot/Cold Food Table Shelving 


TRAY SHELVES 
10” Wide Stainless Steel Tray Shelves 12” Wide Stainless Steel Tray Rails 


Stationary Shelf 5 Drop-Down Shelf Stationary Shelf І Drop-Down Shelf 
Model Price | Model Price Length Approx Wt. Cu. Ft. Model Price | Model Price Length Approx Wt. Cu. Ft. 
TTS-2 $1058 | TTS-2D $1242 31-13/16 15 Ibs. 3 TTR-2 $961 | TTR-2D $1123 31-13/16” 14 165. 3 
TTS-3 1251 TTS-3D 1444 47-1/8" 17 lbs. 4 TTR-3 1180 | TTR-3D 1354 47-1/8” 16 Ibs. 4 
TTS-4 1280 | TTS-4D 1538 62-7/16” 19 Ibs. 5 TTR-4 1326 | TTR-4D 1452 62-7/16” 18 Ірв. 5 
TTS-5 1536 | TTS-5D 1717 77-8/4" 22 Ibs. 6 TTR-5 1540 | TTR-5D 1672 77-3/4” 21 Ibs. 6 
TTS-6 1871 | TTS-6D 2093 9з-1/16” 25 lbs. 6 TTR-6 1879 | TTR-6D 2039 93-116 23 Ibs. 6 
8” WIDE SHELF "a Replacement 
With Removable ы 3/8” Ро!у 
3/8” Thick Poly Cutting Board Approx бш Cutting Boards 
Model Price Length Wt. Ft. 
--- Арргох 
TCB-2 6458 31-13/16: 16lbs. 3 
Model Pri Length Wt. 
* All Stainless Steel Construction TCB-3 620 47-1/8" 19 Ibs. 4 — CREDENS IL s айны cedi) RENE A: MEE 
* Cutting Board Attaches To Top TCB-4 778 62-7/16  23lbs. 5 SU-P-342 $242 31-13/16” 9 Ibs. 
Беш penus TCB-5 905 77-3/4” 26 Ibs. 6 50-Р-343 294 47-1/8” 11 Ibs. 
анаған ТСВ-6 1062 934/16" 296 7 SU-P-344 330 62-7/16" 13 bbs. 
SU-P-345 352 77-3/4” 15 Ibs. 
TCB-OMIT Remove Poly Cutting Board & Shelf -$227 ea. SU-P-346 404 93-1/16" Byline 
CB-OMIT Remove Poly Cutting Board Only -113 ea. 
99 
7” WIDE Dish SHELF END SHELF For Hor/Cow Tastes | 
Connects То ТСВ Series Shelf (Excludes HDRCP, HDSW & HDCPU Units) 4--- 
Includes 2 Side Panels & Lower Shelf - 
Poly Cutting Board & * 10” Wide x 22 1/2” Length 
№ Тор Shelf Not Included . 
* Stationary or Drop-Down 
Stationary Shelf 
* All Stainless Steel Construction Shown 
Approx Cu. 
Model Price Length Wt. Ft. 
TDS-2 $840 31-13/16" 20 Ibs. 3 DROP:DOWN 
TDS-3 1003 47-1/8” 27 Ірв. 4 N 
TDS-4 1326 62-3/8" 31 Ibs. 5 Morel Price | Моде рсе 
TDS-5 1528 77-3/4” 38 Ibs. 6 TES-1 $1013 | ТЕ5-10 61195 3 
TDS-6 1723 93-1/16" 45 165. 7 
12” Wide 18” Wide 
TABLE MOUNTED approx T m 
OVERSHELVES Model Price Wt. Model Price — Wt. Length Ft. 


* TOS Series: Upper Shelf Secures To Lower Shelf With Expander Single Tier 


Hardware (Included) STOS-2 $1208 181. STOS-2-18 $1536 201. 31-1316" 3 

| STOS-3 1372 211%. STOS-3-18 1653 23lbs. 47-8" 4 

* Shipped KD STOS-4 1544  24lbs. STOS-4-18 1790 26һ-. 62716" 5 
STOS-5 1672 27 Ibs. STOS-5-18 1954 301. 77-3/4” 6 

STOS-6 2039 эз. STOS-6-18 2383  35lbs. 93-146" 6 


15” Height 
Double Tier 


STOS Series 


TOS-2 2191 32 Ibs. TOS-2-18 2606  35!bs. 31-1316" 3 
TOS-3 2558 38 Ibs. TOS-3-18 3007 56 lbs. 47-/8 4 
12 Height  TOS-4 2924 44 Ibs. TOS-4-18 3435 47ls. 62-716 5 
ТО5-5 3287 49 Ibs. TOS-5-18 3853  53lbs. 7-3/4” 6 
15” Height ТО5-6 4012 56!bs. TOS-6-18 4703  eilbs. 93-116" 6 
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Hot/Cold Food Table Food Shields Meets Latest 


Sleek Shields™ на 


Protected By: Patent No. US 9,010,883 В2 


GLASS Ғоор SHIELDS 


Mounts To Top Of Hot/Cold Food Tables On Pgs. 127-135 
(Excluding Drop-In Wells) 


FEATURING ADVANCE TABCO’S REVOLUTIONARY 
CHAMBER LOCK™ ROTATION SYSTEM 


Front Glass Locks Into Place At 15° Intervals 


For Double Sided Sleek Shields™ 
On Everyday Buffets Please Consult Factory 


* 18 3/4” Standard Height (Top of Table To Top) 

* 15” Wide Glass Тор or Stainless Steel Shelf 
NSG/NSGC Models: Shelves Have Square Edges On All Four Sides. 
GSG Models: Glass Top Features 3/8” Heat-Tempered Glass Top 

* 1" Stainless Steel Tubing Posts 

* Includes Two 18" Wide x 16 3/8" High Glass Side Panels 

* 1/4" Thick Heat-Tempered Glass Front & Sides* 


* Ships KD 
Includes TA-47 
x К Mounting Brackets 
- = NSG-15-4WELL Shown 
Self-Serve - Single Side For In-Field Installation 


15” Wide Stainless Steel Shelf 15” Wide w/ Glass Top 


О.А. Size 
Model # Price LxWxH 


NSG-15-2WELL 64826 [33 11/16” x 19 3/4" x 18 3/4” 


О.А. Size Approx. Approx. 
Model # Price LxWxH Fits # of Bowls Wt. Cubes 


GSG-15-2WELL $5790 | 33 11/16” х 19 3/4”x 18” | Fits 2-Well Unit 109165. 


NSG-15-3WELL 5024 | 49” x 19 3/4” x 18 3/4" GSG-15-3WELL 6008 49” x 19 3/4” x 18” Fits 3-Well Unit 143 Ibs. 22 
NSG-15-4WELL* 5881 | 645/16"x 19 3/4” x 18 3/4” | GSG-15-4WELL* 6392 | 645/16" x 19 3/4" x 18" Fits 4-Well Unit 186 Ibs. 29 
NSG-15-5WELL** 6423 | 79 5/8” x 19 3/4" x 18 3/4” Not Available Not Available Fits 5-Well Unit 215 Ibs. 38 
NSG-15-6WELL** 7114 94 15/16" x 19 3/4" x 18 3/4” Not Available Not Available Fits 6-Well Unit 247 Ibs. 47 


*3/8” Thick Heat-Tempered Glass Required For Front Glass **Requires a Single Center Post (Factory Print Included) 


Cafeteria Style - Single Side 


15" Wide Stainless Steel Shelf 


O.A. Size Approx. Approx. 
Model £ Price LxWxH Fits # of Bowls Wt. Cubes 
NSGC-15-2WELL $5789 | 3311/16” x 18” x 18 3/4” | Fits 2-Well Unit 135 Ibs. 15 
NSGC-15-3WELL 5962 49” x 18” x 18 3/4” Fits 3-Well Unit 176 Ibs. 22 NSGC-15-4WELL Shown 
NSGC-15-AWELL* 6531 | 645/16” x 18" x 18 3/4" Fits 4-Well Unit 232 Ibs. 29 
NSGC-15-5WELL** 6949 | 795/8'x18'x183/4' | Fits 5-Well Unit 265165. 38 | rte | 
NSGC-15-6WELL** 7773 | 9415/16”х18х183/77 | Fits 6-Well Unit 3001р. 47 For Sleek Shield™ Modifications, Accessories 


*3/8” Thick Heat-Tempered Glass Required For Front Glass **Ведиігеѕ a Center Leg (Factory Print Included) and Heat Lamps, See Page 73 


Due to mounting requirements, food shields extend 15/16” beyond the end of the hot or cold table on each end. Units set side by side must allow for this additional space. 


Self-Serve -Double Sided 


* 18 3/4” Standard Height (Top of Table To Top) 

* 22 3/4” Wide Stainless Steel Shelf with Square Edges On All Four Sides. 
* 1" Stainless Steel Tubing Posts 

* Includes Two 16 3/8" High Glass Side Panels 

* 1/4" Thick Heat-Tempered Glass Front & Sides 


° Ships Set Up 
25" Wide Stainless Steel Shelf 
O.A. Size Approx. Approx. 
Model # Price LxWxH Fits # of Bowls Wt. Cubes 


NSGD-26-2WELL $8217 | 33 1/16” x 32 1/4” х 18 3/4" | Fits 2-Well Unit 285 Ibs. 20 
NSGD-26-3WELL 8439 | 49 x 32 1/4” x 18 3/4” Fits 3-Well Unit 340 Ibs. 27 


NSGD-26-AWELL* 9408 |64 5/16” х 32 1/4” x 18 3/4” | Fits 4-Well Unit 425 Ibs. 36 NSGD-26-4WELL Shown 
NSGD-26-5WELL** 9599 | 79 5/8 x 32 1/4” x 18 3/4” | Fits 5-Well Unit 515 Ibs. 44 
NSGD-26-6WELL** 10229 | 93-1/8” x 32 1/4” x 18 3/4” | Fits 6-Well Unit 605 Ibs. 54 


*3/8” Thick Heat-Tempered Glass Required For Front Glass **Requires a Single Center Post (Factory Print Included) 
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Hot & Cold Table Accessories 


CAFETERIA SHELVES W/ BUILT-IN ACRYLIC Foop SHIELDS 
Features Removable Stainless Steel Shelf 


Single Sided Cafeteria Style Double Sided Self-Serve Style 
* 15" High * 19-3/4" High 
* 1" Clearance From Table Top * 10" Clearance From Table Top 
Approx Cu. Approx Cu. 
Model Price Length Wt. Ft. Model Price Length Wt. Ft. 


TSS-2 $1503 31-13/16” 1716. 2 TBS-2 $2386  31-13/16" 28 lbs. 2 
TSS-3 1711 47-18” 20 Ibs. 3 TBS-3 2463 47-1/8"  33lbs. 3 
TSS-4 1866 62-716: 23105. 4 ТВ5-4 2688 62-7/16: 3816. 4 
4 4 
5 5 


TSS-5 2003 77-3/4” 33 Ibs. TBS-5 3078 77-3/4” 45 165. 
TSS-6 2393 93-1/16” 33 Ibs. TBS-6 3346 93-1/16: 52165. 


Acrylic Side Panel for TSS Series Shelves 
Add Side Panels To Meet Additional TSP-1 $380 One End 
SF Requirements (1 Panel Per End) TSP-2 $779 Two Ends 


Field Installation Available 


Acrylic Side Panel for TBS Series Shelves 


Add Side Panels To Meet Additional ТВР-1 $458 One End 
NSF Requirements (2 Panels Per End) TBP-2 $913 Two Ends 


Field Installation Available 


LED Display Lighting 


For Everyday Buffets & Hot/Cold Table Shelving 


` | 
e e Е Е) ` © Mus LED-B Series LED-H Series LED-G Series 


For Everyday Buffets For Overshelves or Food Shields For GSG Series Food Shields 


e Aluminum Rail with Shatter-Proof Optics 


For use with STOS, TOS, TBS, 


* Natural Aluminum Finish For use with TSS, NSG or NSGC Overshelves For use with GSG 
(Black or White Available On Request) Everyday Buffets or Food Shields Food Shields 
* Includes Class 2 Low Voltage Power Suppl LED 
Бі Е 9 көру Wells | Model # Price Model # Price Model # Price Length 
120V-277V 
«High iimpact Resistant Mounting Clips 2 LED-B-2 $2075 LED-H-2 $2075 LED-G-24 $944 24” 
is Р LED-B-3 2433 | LED-H-3 2433 | LED-G-36 1045 | зе” 
NOTE: Require 6" clearance on both sides to fit above LED d LED-B-4 2794 LED-H-4 2794 LED-G-48 1139 a07 
Lighting. PRINT REQUIRED FOR PROPER LED LOCATION. 5 LED-B-5 3200 | LED-H-5 3199 Consult Factory 60" 
FACTORY INSTALLED ONLY 6 Not Available LED-H-6 3620 Consult Factory трі) 


Individual Well Covers 
For Hot Food Tables 


= D ° 


* Stainless Steel - 
ТУ Stainless Steel Legs & Undershelf Upgrade 
- Fits All Advance Tabco Hot Well Unis НЕС-1 $502 Perwell 2 Wells | 3 Wells | 4 Wells | 5 Wells | 

2 5 + 
Flip-Up Cover For Hinge Style Cover SU-23A $1080|SU-23B $1117] SU-23C 51185 | SU-23D $1332 
Hot Food Tables For Cold Food Tables 
а Са 50-6 Hot/Cold Food Table Handle $248 ea. 

i ; n Add Casters to Food Units w/Undershelf (Includes 

°R bl * Plastic Handles & Piano Style Н 

аа лалы Piano еве раву 50-255 4-5" Swivel Casters, 2 w/ Brakes 8 Legs that 646 Setof4 
• Fits Advance Tabco Hot Well Units * Fits CPU, DICP 8 МАСР & BMACP Units 


maintain height) 
Add Casters to Food Units w/Undershelf 

SU-25 (For Units Built Before October 2015. Includes 594 Set of4 
4 - 5” Swivel Casters, 2 w/ Brakes.) 


Connect Cafeteria Items 
а (One Charge For Each Table То Ве Interlocked) 791 pertable 
Replacement Casters For Undershelf Units 
Fits # of Fits # of TA-25 (For Units Built after October 2015. Includes 594 Setof4 
Model # Price Comp. Wt. Cu. Model # Price Comp. Wt. Cu. 4 2 Swivel Casters 2 w Brakes) 
--------------------- —— M Add Casters to Enclosed Base Food Units 
RC-1 51044 1 23 5 HC-2 $553 2 12 3 А2 з3Р (Includes 4 -5” Bolted Swivel Casters, 2 w/ Brakes) alie 
RC-2 1180 2 60 10 HC-3 827 3 16 4 i ini 
SU-32G Upgrade to a Stainless Steel Lining | 168 perwell 
RC-3 1360 3 74 15 НС-4 905 4 20 5 (For Gas Units. Excludes Wetbath Units) 
RC-4* 1896 4 120 20 HC-5 1051 5 24 6 SP-A Aluminum Spillage Pan 183 ea. 
RC-5** 214 5 134 25 SP-S Stainless Steel Spillage Pan 321 ea. 
* Supplied with Two RC-2 Covers TCB-OMIT Remove Poly Cutting Board & Shelf -227 ea. 
= Suppliediwith One RC-2 & Опе ESSI Cover CB-OMIT Remove Poly Cutting Board -113 ea. 
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Replacement Parts For Hot Food Tables 


I All tems on This Page Ship via UPS 


== 
== 
E 
% 


ELECTRIC HEATING ELEMENTS 


For Gas Hot Foop TABLES 


Gas Valve 
Hi/Med/Lo 


SU-P-101 $111 


Valve Adapter 
SU-P-104 $65 


Gas Pilot Valve 


SU-P-108 $81 


Gas Regulator 
SU-P-109 $152 


Jet Burners 
SU-P-105 $173 
NAT 5/16 #61 
SU-P-106 $173 
LP 5/16 #74 


Gas Pilot 
For Wet Bath Units 


SU-P-107 $267 


Gas Deflector 
SU-P-411 $47 
Standard HFxG Units 
SU-P-412 $69 
Stainless For SU-32G 


Wells 


For ELEctric Hor Foop TABLES 


For Exposed Element (Dry) Models 


For Concealed Element Sealed Well (Wet) Models 
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SU-P-207 $173 
500W 120V 


SU-P-204 $173 
1000W 240V 


SU-P-209 $197 
640W 120V 


SU-P-206 $197 
1100W 240V 


SU-P-210 $197 
1100W 120V - For Drop-In 
Units Only 


Thermostatic Control 


Replacement 
Thermostatic Control 


SU-P-220A $312 Per Well 
120v/240v, 24" lead For Free-Standing 


Sealed Well Hot Food Units 


SU-P-220B $312Per Well 


120v/240v, 72" lead For Drop-In 
Sealed Well Hot Food Units 


For Full Line Of Replacement Parts, Visit Us At www.advancetabco.com 


Ай ap 


Electric Infinite 


Control Knob 
SU-P-201 $63 


Thermostatic 
Knob 

(For Units with 
Thermostatic Control) 


SU-P-219 $68 


Infinite Control 
SU-P-205 $151 
120V 

SU-P-215 $151 
240V 


Indicator Lights 
SU-P-216 $109 
120V 

SU-P-217 $109 
240V 


High Limit Switch 
Assembly 
SU-P-208 $233 

347F 


Pilot Assembly 
HF-xG 


SU-P-102 $125 


Gas Infinite 
Control Knob 


SU-P-202 $63 


1 1/2" Drain 


Stainless Steel 
For Wetbath Tables 


SU-P-103 $90 


Strainer Screen 
For Sealed Well Tables 


SU-P-403 $29 


Replacement 
Sealed Well 
Sub-Assembly 


SU-P-401 $1064 
Without Element or 
High Limit Switch 


SU-P-402 $62 
Sealed Well or 
Element Pan Only 


BY 


NEMA Plugs 


8’ Cord Set 


SU-P-230 $144 
NEMA 5-20P 


SU-P-231 $400 
NEMA L5-30P 


SU-P-232 $144 
NEMA 6-20P 


SU-P-233 $400 
NEMA L6-30P 


SU-P-234 $223 
NEMA 5-15 


FRONT LOAD 


= 
L 
k 
$ 
F 
' 
D 
k 


SIDE LOAD 


өс 


Aluminum Pan Racks 


© 


К.р. PAN RACKS 


6 Cylindrical Support Bars 
1” Square Tubing 

5” Poly Stem Bolted Casters 
1 1/2” Ribbed Angles 
Shipped K.D. 


Easy To Assemble 


Approx. 
Model # Price Description Pan Capacity Shelf Spacing Overall Size Wt. 
PR10-3K $849 FrontLoad 10 Full or 20 Half Size ер 20 1/4” x 26" x 38 1/4" 14 Ibs. SEE PAGE 146 
PR12-5K 893 FrontLoad 12 Full or 24 Half Size 5” 20 1/4” x 26” x 69 1/4” 24 Ibs. Fon 
PR18-3K 1066  FrontLoad 18 Full or 36 Half Size 3? 20 1/4" x 26" x 63 1/4" 31 Ibs. PROPER 
PR20-3K 1008 FrontLoad 20 Full or 40 Half Size З" 20 1/4” х 26” x 69 1/4” 33 Ibs. REPLACEMENT 
PR30-2K 1080 FrontLoad 30 Full Size 2" 20 1/4" x 26" x 69 1/4" 39 165. CSTIS 
PR18-3KS 1002 Side Load 18 Full Size 3” 28 1/4” x 18” x 63 1/4 31 165. 
PR20-3KS 1051 Side Load 20 Full Size 3? 28 1/4" x 18” x 69 1/4” 27 Ibs. 
ALL WELDED - CURVED Top - STANDARD 
— J 
s | ° Heavy Duty Welded Construction 
- 3 ° 1” Square Tubing 
=| SIDE LOAD ° Curved Top 
rT š 5 
= ` і 5” Poly Stem Bolted Casters 
= ^ ° 6 Cross Supports 
g ^ 
= 4 e 1 1/2" Heavy Duty Ribbed Angles 
wu Z 4 FRONTLOAD 
Z 
$ ° 
Approx. 
Model ғ Price Description Pan Capacity Shelf Spacing Overall Size Wt. 


PR10-3W $1005 FrontLoad 10 Full or 20 Half Size 38 20 1/4” x 26” x 38 1/2” 25 Ibs. 
PR10-6W 1162 FrontLoad 10 Full or 20 Half Size 6” 20 1/4” x 26” x 69 1/4” 27 lbs. 
PR12-5W 1183 FrontLoad 12 Full or 24 Half Size 5” 20 1/4” x 26” x 69 1/4” 28 Ibs. 
PR15-4W 1198 FrontLoad 15 Full or 30 Half Size 4” 20 1/4” x 26” x 69 1/4” 31 Ibs. 
PR18-3W 1219 FrontLoad 18 Full or 36 Half Size EX 20 1/4" x 26" x 63 1/4" 34 Ibs. 
PR20-3W 1232 FrontLoad 20 Full or 40 Half Size 3” 20 1/4” x 26” x 69 1/4” 35 Ibs. 
PR30-2W 1444 | FrontLoad 30 Full or 60 Half Size 2" 20 1/4" x 26" x 69 1/4" 43 Ibs. 
PR10-6WS 1318 Side Load 10 Full Size 6” 28 1/4” x 18” x 69 1/4” 26 Ibs. 
PR12-5WS 1334 Side Load 12 Full Size 5” 28 1/4” x 18” x 69 1/4” 27 Ibs. 
PR15-4WS 1476 Side Load 15 Full Size 4” 28 1/4” x 18” x 69 1/4” 30 Ibs. 
PR18-3WS 1511 Side Load 18 Full Size 3” 28 1/4” x 18” x 63 1/4” 27 Ibs. 
PR20-3WS 1527 Side Load 20 Full Size 3” 28 1/4” x 18” x 69 1/4” 34 Ibs. 
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Specialty Racks 


ENCLOSED PAN CABINETS 


* 14 Ga. Aluminum, Heavy Duty Welded Construction 


* Enclosed Extrusions 
* 5" Poly Plate Casters, 2 With Brakes 
* Flip Style Door Latch Handle 


* Side Door Lock to Prevent Opened Door From Swinging 


* 37 Pan Capacity 
* Optional Bumpers Available 


* Optional Pull Handle For Improved Mobility. 


Does Not Interfere With Other Side By Side Units. 


Model ғ Price Description 
EPC-40 $3388 | 


Optional Accessories 


Model # Description 

RA-21 Optional Pull Handle ............... 
RA-22 Full Perimeter Bumpers ........... 
RA-23 Corner Bumpers ................... 


FuLL & HALF SIZE CAN RACKS 


Aluminum Top 


Pan 


Capacity 
Front Load 37 Full or 74 Half Size 


Half Can Rack 


SPEC-LINE @ 


e Heavy Duty Welded Construction 


* Metal Bullet Feet on CR10-162 only 


e  4"Plate Casters with two Brakes. Standard on all 
Can Racks EXCEPT CR10-162 (See СВ10-162М). 
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Shelf 
Spacing 


UE 


Poly Тор Stainless Steel Тор 


Support 
Bracket 


Approx. 
Overall Size Wt. 


20 1/2" x 27 1/2” x 66 1/4” 110 Ibs. 


Full Can Rack 


Model ғ Price Description 
.CR10-162 $2310 | Full Can Rack 
CR10-162M 2856 | Full Can Rack (with Casters) 
CR10-72 2237 | Aluminum Top 
CR10-54 1969 Aluminum Top 
CRPL10-72 2467 | Poly Top 
CRPL10-54 2144 Poly Top 
CRSS10-72 2353 | Stainless Steel Top 
CRSS10-54 2323 Stainless Steel Top 


Can Capacity 


#10 
162 


Side Door Lock 
to Hold Opened Door 


9 


ik 


hii 


"f 


Full Can Rack With Casters 


Approx. 
#5 Overall Size Wt. 

216 243/4" х 35 1/8" x 693/4” 6515. | 
216 24 3/4” х 35 1/8” х 69 3/4” 76 Ibs. 
96 24 3/4” x 35 1/8” x 40 1/8” 59165. 
72 24 3/4” x 35 1/8” x 32 5/8” 54 Ibs. 
96 24 3/4” х 35 1/8” х 40 1/8” 79165. 
72 24 3/4” x 35 1/8” x 32 5/8” 74 Ibs. 
96 24 3/4” х 35 1/8” x 40 1/8” 63 Ibs. 
72 24 3/4” x 35 1/8” x 32 5/8” 55 Ibs. 


| 


18 1/8” 


REACH-IN RACKS 


* All Welded Construction 

* 1" Square Tubing 

* Holds up to 16 Full or 32 Half Size Pans 
* 3" Shelf Spacing 

* 1" Front and Rear Cross Bracing 

* Shipped KD 


Pan Shelf 
Model ғ Capacity Spacing 


RR-16 $1056 | 16 Full or 32 Half Size ер 


Ргісе 


Consult Factory For All Welded Reach-In Racks 


Aluminum Pan Racks 


SPEC-LINE OvEN Racks 


Featuring High Temp Oven Plate Casters 
and All Welded Curved Top 


© 


° Heavy Duty Welded Construction ° Curved Top ° 4” Oven Plate Casters 
e 1” Square Tubing e 6 Cross Supports * 11/2” Ribbed Angles 
Approx. 
Model # Price Description Pan Capacity Shelf Spacing Overall Size Wt. 
CFL20 $2024 | FrontLoad 20 Full or 40 Half Size sr 20 1/4” x 26” x 68 5/8” 45 Ibs. 
Optional Accessories Model # Description Price 
Oven Lift for Front Load RA-10 Рап Ѕїор................... 5319 
Рап Васк А 
RA-20  TrackPin................... 248 
ORL-B Oven Lift ................. 385 


(For Front Load Pan Racks) 


Bus Box Каск 


* Heavy Duty Welded Construction 
* Curved Тор 
5” Stem Bolted Casters 


* Overall Size: 20 3/8" x 19” x 40 7/8" 


Approx. Approx. 
Wt. Model # Price | Bus Box Capacity Wt. 
23 Ibs. 


BC3 $831 3 18 Ibs. 
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Specialty Racks 


PizzA PAN & DouGH RACKS 


PDB14 


PDB7 * All Welded Construction 


“Мо Top 
* All Welded Construction 


, ° * 14 Box Capacity 
* Solid Aluminum Тор 


P * 3 3/4” Shelf Spacing 
e 7 Box Capacity 


А * 4" Plate Casters 
* 3 3/4" Shelf Spacing 


* 2" Wide Slides 
* 5" Poly Stem Bolted Casters 


° • 2" Wide Slides 
18 1/8” 18 1/4” 


Approx. Approx. 
Model # Price Description Overall Size Wt. Model # Price Description Overall Size Wt. 


Pizza Dough Box Rack Pizza Dough Box Rack 
26" x 20 1/4" p Ibs. PDB14 5262 
(With Top) 6" x 20 1/4" x 33 3/: 33 Ibs DB $2629 (No Top) 


PDB7 $1813 26” x 20 1/4” х611/27 63 Ibs. 


PR10-3WT Shown 


h 

k 

[| 

W 

[| 

! HALF Size RACKS 

y 

И | 

4 All Welded Construction PR7-4KT SERIES. PR7-4KT Shown 

| * 5" Poly Stem Bolted Casters * Removable Aluminum Тор 

i * 1-1/2" Ribbed Angles 

Pan Shelf Approx. 

Model # Price Top Description Capacity Spacing Overall Size Wt. 
PR7-4KT $1496 Aluminum Top FrontLoad 7 Full/14 Half Size 33/4 20 5/8” x 26 7/8x36” 28165. 
PR10-3WT 1562 Aluminum Top Front Load 10 Full/20 Half Size 3" 20 1/4” x 26” х 38 1/2 30 Ibs. 
PR10-3PT 1723 Poly Top Front Load 10 Full/20 Half Size 3 20 1/4" x 26" x 39" 45 Ibs. 
PR10-3ST 2031 Stainless Steel Top FrontLoad 10 Full/20 Half Size 3” 20 1/4” x 26” x 39” 35 Ibs. 


*Top shelf spacing on the PR7-4KT is 2-1/8” 


Кес RACKS 


* 76” High, Aluminum Alloy Construction 


Shelves Are 1-3/4" Square Mei Keg Rack Rea r Stra p 
* 60 Lbs. Per Sq. Ft. Load Capacity Per Shelf Prevents Kegs From Sliding Off 
* Center Support Included On 93" Keg Shelves Rear Of Keg Rack Shelf 
# of Kegs Approx. Approx. 
Model # Price Size (Per Unit) Wt. Model # Price Wt. 

8? KR-42 $1821 | 20” x 42” 4 50 Ibs. KR-1-42 $213 | 6 lbs. 
KR-60 1940 | 20"x60" 6 68 Ibs. KR-1-60 237 | 7\bs. 
KR-72 2050 | 20x72 8 80 Ibs. KR-1-72 239 | 8lbs. 
KR-80 2133 | 20x80" 8 88 Ibs. KR-1-80 265 | 9lbs. 
KR-93 2639 | 20'x93" 10 100 Ibs. KR-1-93 288 | 10 Ibs. 
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181/4” 


ХҮІ 


ауы ANH 


\ 
| 


SSSN 


SPECIAL PURPOSE RACKS 


Nesting Pan Rack 


SPACESAVING DESIGN 


* Nested Design To Facilitate Maximum 
Storage In Minimum Space 


* Heavy Duty Welded Construction With 
"Diagonal" Cross Supports 


* 1 1/4" Square Tubing 

* 1" X 1-1/2" Ribbed Angles 
* Heavy Duty Stem Casters 
* 500 Lb. Capacity 


14 1/2” 


Model # 


Price 


Specialty Racks 


Steam Table Pan Rack 


* Heavy Duty Welded Construction 
* 1” Square Tubing 

* Curved Тор 

* 6 Cross Supports 

* 5" Poly Stem Bolted Casters 


Shelf Overall Approx. 
Model # Price | Capacity Spacing Size Wt. 
20 Full or 
n 3" 21” x 26” 1/4” 29 bs. 
NR-20 1795 Wee ances 3 x 26" x 69 1/ 9 Ibs 


23” 
Outside 
Step 


20 3/4” 


Inside 
Step 


UNIVERSAL RACKS 


Heavy Duty Welded Construction 
1-1/4” Square Tubing 

6 Cross Supports 

Heavy Duty 5” Stem Bolted Casters 
Stepped Angles 

Overall Size: 26” x 26” x 69 1/4” 
Front Tray Load 


Shelf Approx. 


Model # Price Pan Capacity Spacing Wt. 


UR10 $2360 | 10 Full or 20 Half Size 6” 86 165. 
UR12 2440 | 12 Full or 24 Half Size 5” 100 Ibs. 


Luc CARTS 


e Heavy Duty Welded Construction 
° 1” Square Tubing 

“ Curved Top 

° 5” Stem Bolted Casters 


STR20-3W $1744 


Model # 
Ø LR2 

LR4 

LR6 


Model # 
OT20-3 


Price 
$897 
$910 
$1012 


Pan Shelf Overall Approx. 
Capacity Spacing Size Wt. 
20 Full or 

" 1 "x21 1/4" 1/4” 4 Ibs. 
40 Half Size © 6 3/4" x /4" x 69 1/ 34 Ibs. 


Price 
2279 


Lug Ca- 
pacity 
2 
4 
6 


TRAY RACKS 


Holds Baking Pans, 
Steam Table Pans 
& Service Trays 


° Heavy Duty Welded Construction 
° 1-1/4” Square Tubing 
° Heavy Duty 5” Poly Stem 
Bolted Casters 
° 4" Wide Angles 
* Overall Size: 26” x 28" x 69 1/4” 
* Front Tray Load 


Shelf Approx. 


Pan Capacity Spacing Wt. 
20 Full or 40 Half Size 3" 102 Ibs. 
Overall Size Approx. 
LxWxH Wt. 
19" x 26" x 31 3/4" 18 Ibs. 
19” x 26” x 52 3/4” 21 Ibs. 
19” x 26” x 69 3/4” 23 Ibs. 
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Bun Pans & Accessories 


Look For Our Advertised 
Specials on Sheet 
Pan Pricing 


ALUMINUM BUN PANS 


W = All Bun Pans Ship via UPS 


Approx. 
Model # Price Size Style Gauge Wt. 
18-A-26 $62 ea.| 18"x26” Heavy Duty 16 48 Ibs. 
18-8A-26 53 ea.| 18” x 26” Standard 18 40 Ibs. 
18-8P-26 72 еа.| 18” x 26” Perforated 18 33 Ibs. 
18-8A-13 44 еа.| 18”x 13” Half Size 18 24 Ibs. 


Packed One Dozen per Carton. 
No splitting of CARTONS permitted. 


PAN RACK ACCESSORIES 


All Pan Rack Accessories Ship via UPS 


Stem Bolted 
Caster 


>” 12” Tall 

Vertical 
Bumper Plate 
Caster 


Oven Lift for Front Load 


Pan Rack 


Hi-temp 
Oven 
Plate 

Caster 


Weight Approx. 

Model # Description Capacity Weight Price 
RA-10 Pan Stop 3lbs. 5319 
RA-20 Track Pin 3 lbs. 248 PRC-2 
RA-24 12” Vertical Bumpers (Set of 4) 212 
RA-25 5” Stem Bolted Caster 125 lbs. 4165. 78 ea. Bun Pan Rack Covers with 3 Zippers 
RA-26 5” Stem Bolted Caster w/ Brake 125 lbs. 4165. 92 ea. PRC-1 Enclosed Heavy Duty Plastic Cover...... $435 ea. 
RA-25SV 5” Stem Bolted Caster for PR1803K, PR20-3K | 125 lbs.  4lbs. 78 ea. with Clear Front 

& PR12-5K ONLY PRC-2 Economy See-Thru Plastic Cover........ 321 ea. 
RA-26SV 5” Stem Bolted Caster w/Brake for PR1803K, 125 lbs. 4165. 92 еа. 

PR20-3K & PR12-5K ONLY 
RA-30 4” Plate Caster w/ Built-in Zerk Grease Fitting 400 Ibs. 416. 265 ea. 
RA-35 4” Plate Caster w/ Brake 400 lbs. 4165. 277 ea. 
RA-40 4” Hi-temp Oven Plate Casters 300 Ibs. 4 Ibs. 188 ea. 

w/ Built-in Zerk Grease Fitting For Full Line of Aluminum Pan Racks, 
RA-45 4” Hi-Temp Oven Plate Caster w/ Brake 300 Ibs. 416. 206 ea. See Page 141-1 45 
RA-50 З” Bun Pan Dolly Caster 250 Ibs. 85 ea. 
RA-60 5” Heavy Duty Stem Caster for Universal & Oval 300 Ibs. 4165. 123 ea. 

Racks Only. 
RA-65 5" Heavy Duty Stem Caster with Brake for Universal 300 lbs. 4165. 136 ea. 

& Oval Racks Only. 
ORL-B 18” Oven Lift For Front Load Pan Racks 1 Ibs. 385 ea. 
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www.advancetabco.com 


e customer@advancetabco.com 


Pan Truck ( 


Racks & Carts 


UTILITY CARTS 


* 2 Chrome Plated Numbered Posts 

* 3 Adjustable Stainless Steel Shelves 
with Tapered Split Sleeves 

* 4 Swivel Casters (2 w/Brakes) 
& Donut Bumpers 

° 150 Ib. Load Capacity 

* Shipped Knocked Down 


Heavy Duty Welded Construction 
1" Square Tubing 

Curved Top 

Heavy Duty 3" Plate Casters 
Holds 60 Full Size Pans 

600 Ib. Weight Capacity 


Approx. 
Model ғ Price Size Shelf Size Wt. 
Model # Price Size A| . Wt. 
ain UC-3-1827 $1990 |313/4x18'x38 1/4” 18"x27” 25 Ibs. 
PD-1 $704 20" x 26 1/2" x 32" 20 Ibs. 


UC-3-2433 $2597 | 37 3/4” х 24° х 38 1/4” 24"x33" 40165. 


Grass Rack & PAN Rack DOLLIES 


Bun Pan Dolly 


e Heavy Duty Welded Construction 


Glass Rack Dolly 


e Heavy Duty Welded Construction 
• 3” Plate Casters 

* Holds 60 Full Size Pans 
° 600 Ib. Weight Capacity 


° З” Plate Casters 
* 600 Ib. Weight Capacity 


"E Pri ИР : Approx. Optional 
odel i rice escription Size Wt. Glass Rack Dolly Handle 
{9 BPD-1 $758 Bun Pan Dolly 26 3/4" x 18 3/4" x 5” 15 lbs. (Assembly Required) 
қ? GRD-1 658 Glass Rack Dolly 20 1/2" x 20 1/2" x 5 1/4" 14 Ibs. RA-14 $638 
ALUMINUM DUNNAGE RACKS 
Stationary Dunnage Racks | 42" Height | 8” Height 
8” & 12” Height Available # of Distribution Approx. 
Model # Price Model # Price Size Legs Weight Capacity Wt. 
—EE DUN-2036 $400 | DUN-2036-8 5400 | 20x36 4 1500 Ibs. 10 Ibs. 
== —— -204 -2048- 20" x 48" 4 1800 Ibs. 12 Ibs. 
— DUN-2048 463 | DUN-2048-8 463 
Se = 1 DUN-2060 526| DUN-2060-8 526 20x60 6 2000 Ibs. 16 Ibs. 
| DUN-2436 452 | DUN-2436-8 452 | 24”x 36” 4 1500 lbs. 11 Ibs. 
L- DUN-2448 526 | DUN-2448-8 526 | 24"x48 4 1800 Ibs. 13 Ibs. 
DUN-2460 587 | DUN-2460-8 587 | 24”x 60” 6 2000 165. 17 lbs. 
Ne 
Mobile Dunnage Racks 36” Height with Handle 
Now j 
* Four 6” Plate Casters (2 Swivel, 2 Stationary) Includes Distribution 
Pull Handle А : i айылы 
* Includes Pull Handle For Easier Mobility Model # Price | Size Weight Capacity ул 


2000 Lb. Rolling Capacity DUN-2036C 51069 | 20'x36" 1500 Ibs. 35 Ibs. 
DUN-2048C 1179 | 20” x 48” 1800 Ibs. 40 lbs. 
DUN-2060C 1373 | 20"x60" 2000 Ibs. 45 Ibs. 
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Chrome & Green Epoxy Wire Shelving 


IJ? All Items on This Page Ships via UPS 


Posts are 


P === R Numbered 
WIRE SHELVES @ / P for easy 
4 ү assembly 
Each Shelf Holds Up To 800 Lbs. Distributed Weight 6 —— AA = == SSS 2 
Approx. 
Shelf Size CHROME GREEN EPOXY Price (Each) Price (Set of 4) Boxed Wt. Boxed Cu. Ft. 
14" x 24" EC-1424 EG-1424 $90 $360 35 Ibs. 1.5 
14" x 30" EC-1430 EG-1430 94 376 41 Ibs. 2 
147 x 36” ЕС-1436 EG-1436 100 400 47 165. 2.5 
14” x 42” EC-1442 EG-1442 110 440 52 Ibs. 3 
14” x 48” EC-1448 EG-1448 121 484 58 Ibs. 3.5 
14” x 60” EC-1460 EG-1460 134 536 38 Ibs. 2 
14” x 72” EC-1472 EG-1472 180 720 45 165. 2.5 
18” x 24” EC-1824 EG-1824 99 396 39 Ibs. 2 
18” x 30” EC-1830 EG-1830 101 404 45 Ibs. 2.5 
18” x 36” EC-1836 EG-1836 110 440 51 165. 3 
18” x 42” EC-1842 EG-1842 130 520 56 Ibs. 3.5 
18” x 48” EC-1848 EG-1848 134 536 64 Ibs. 
18” x 54” EC-1854 EG-1854 171 684 35 Ibs. 
18” x 60” EC-1860 EG-1860 176 704 41 165. 2.5 
18” х 72” EC-1872 EG-1872 206 824 49 165. 3 
21” x 24” EC-2124 EG-2124 105 420 42 Ibs. 2.5 
21” x 30” EC-2130 EG-2130 121 484 49 165. 3 
21” x 36” EC-2136 EG-2136 131 524 56 lbs. 3.5 
21" x 42" EC-2142 EG-2142 153 612 62 Ibs. 4 
21” x 48" EC-2148 EG-2148 164 656 70 Ibs. 4.5 
21" x 54” EC-2154 EG-2154 177 708 39 Ibs. 2.5 
21” x 60” EC-2160 EG-2160 198 792 45 Ibs. 3 
PAT EC-2172 EG-2172 233 932 53 Ibs. 3.5 
24” x 24” EC-2424 EG-2424 120 480 44 Ibs. 3 
24” x 30” EC-2430 EG-2430 134 536 51 Ibs. 3.5 
24” x 36” EC-2436 EG-2436 150 600 58 Ibs. 4 
24” 2sx42z  EC-2442 EG-2442 164 656 | 641%. 5 
24" x 48" EC-2448 EG-2448 176 704 72 Ibs. Б.Б 
WIDE 24” x 54” EC-2454 EG-2454 206 824 41 165. 3 
24” x 60” EC-2460 EG-2460 215 860 47 Ibs. 3.5 
24” x 72” EC-2472 EG-2472 245 980 55 Ibs. 4 
24” To 48” Length Shelves Are Packed 4 To A Box And 54”, 60” And 72” Shelves Are Packed 2 To A Box. 
4 Pair Plastic Split Sleeves Are Included With Each Shelf. 
З - Posts For Casters 
(Casters Priced Separately) 
Post GREEN Set GREEN Set | Approx, Approx. 
P OSTS F OR CHROME |EPOXY Each of4 | CHROME |ЕРОХҮ Each of 4 |Boxed Wt. Cu. Ft. 
ECP-14 |EGP-14 $42 $168 4lbs. .07 
WIRE 34” |ECP-34 |EGP-34 54 216| ЕСРС-34 |EGPC-34 54 216 sibs. 18 
SHELVING 54” |ECP-54 |EGP-54 59 236 ECPC-54 |EGPC-54 61 244| 12105 .28 
64” |ЕСР-64 |ЕСР-64 64 256| ЕСРС-64 |EGPC-64 69 276| 15165. .33 
Posts Are Numbered 74 |ЕСР-74 |EGP-74 75 300 ЕСРС-74 |EGPC-74 75 300| 17. зэ 
86” |ECP-86 |EGP-86 90 360| ECPC-86 |ЕСРС-86 90 360| 2016ѕ. .45 


1000 Ib. Max. Load Capacity For Shelving Casters 


5” CASTERS 


Sets Feature 4 - 5” Swivel Casters 
(2 w/ Brakes & 4 Donut Bumpers) Brake ЕС.25 Rubber Casters......5393 /setof4 
Casters For Wire Shelving Only, 


See Page 68 For Casters For Tables. \ Bumper EC-26 Poly Casters......... 484 /setof4 
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IK? All Items on This Page Ships via UPS 


Shelving Combos 


CHROME & GREEN Epoxy WIRE SHELVING Сомвоѕ @ 
Includes 4 Wire Shelves And 4 - 74” Posts 


Chrome Green Epoxy 
Approx. 
Model ғ Model # Price Shelf Size Post Height Wt. 
ECC-1436 EGG-1436 700 14" x 36" 74" 64 Ibs. 
ECC-1442 EGG-1442 740 14" x 42" 74" 69 Ibs. 
ECC-1448 EGG-1448 784 14" x 48" 74” 75 lbs. 
ЕСС-1460 EGG-1460 836 14” x 60” 74” 93 Ibs. 
ECC-1472 EGG-1472 1020 14” x 72" 74" 107 Ibs. 
ECC-1836 EGG-1836 740 18" x 36" 74" 68 Ibs. 
ECC-1842 EGG-1842 820 18" x 42" 74" 73 Ibs. 
ECC-1848 EGG-1848 836 18” x 48” 74” 81 Ibs. 
ECC-1854 EGG-1854 981 18” x 54” 74” 88 Ibs. 
ECC-1860 EGG-1860 1004 18” x 60” 74” 99 Ibs. 
ECC-1872 EGG-1872 1124 18” х 72" 74” 115 Ibs. 
ECC-2436 EGG-2436 900 24” x 36” 74” 75 Ibs. 
Chrome ECC-2442 EGG-2442 955 24” x 42” 74” 81 Ibs. 
ECC-2448 EGG-2448 1004 24” x 48” 74” 89 Ibs. 
ECC-2454 EGG-2454 1124 24” x 54” 74” 97 lbs. 
ECC-2460 EGG-2460 1160 24" x 60" 74" 111 Ibs. 
ECC-2472 EGG-2472 1280 24" x 72" 74" 127 Ibs. 
MOBILE Carts 
Includes 4 Chrome Wire Shelves Konig 
And 4 - 64" Posts Model # Price | Model # Price Shelf Size wt. 


MC-1836R $1109 | MC-1836P $1200 18” x 36” 43 lbs. 
MC-1848R 1205 | MC-1848P 1296 18" x 48" 55 lbs. 
MC-1860R 1373 MC-1860P 1464 18" x 60" 86 Ibs. 


* 4 Swivel Casters 
(2 with Brakes & 4 Donut Bumpers 


* Finished Height of 70” 
* Weight Capacity Not To Exceed 
1000 Ibs. Total Weight % 


MC-2436R 1269 MC-2436P 1360 24” x 36” 62 Ibs. 
| MC-2448R 1373| МС-2448Р 1464 24” x 48” 76 Ibs. 
% MC-2460R 1529 | MC-2460P 1620 24” x 60” 98 Ibs. 


FOR ADDITIONAL SHELVING, SEE PAGE 148 


SOLID STAINLESS 
STEEL SHELVES 


Use With Chrome Posts Only 
(Posts Not Included) 


Wire UTILITY Carts N Y 


* 3 Chrome Wire Shelves 
* Tubular Numbered Handles 
* 12 Plastic Split Sleeves 
* 32" Finished Height 5 
* 4 - Swivel Casters (2 w/ Brakes & Donut Bumpers) "ж А 


Rubber Casters Poly Casters 1 


Approx. Approx. % 


Model # Price Model # Price Size Wt. Cu. Ft. 


WUC-1836R $979 | WUC-1836P $1070 | 18x36" 53 lbs. 
WUC-1842R 1039 | WUC-1842P 1130 | 18° х 42” 55 lbs. 


Load Capacity = 15 Ibs./sq. Ft. 
(Evenly Distributed) 


WUC-2436R 1137 | WUC-2436P 1228 | 24° хз6° 58 lbs. 
WUC-2442R 1179 | WUC-2442P 1270 | 24”x 42” 6116. 
800 Ib. Capacity 1000 Ib. Capacity Model % Price Width 
SH-1824 $439 ea. | 18? x24" 
SH-1836 551 ea. | 18” x 36” 
SH-1842 590 еа. | 18” x 42” 
SH-1848 657 еа. | 18” x 48” 
SH-1860 794 еа. | 18” х 60" 


a | о 


UTILITY CART HANDLES 
34” Tubular Numbered Posts 
(Fits EC-25 And EC-26 Casters) 


Model # Price Width 


UCH-18 6128 ea. 18” 
UCH-24 147 ea. 24” 
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All Items on This Page 
I Ships via UPS 


WALL SHELF 
MOUNTING BRACKETS 


End Mount Kit 

е 4 Single Shelf Brackets 
92-34” Posts 

* Collar Filler Caps 


AB2-14 $337 
14” Wide 


Single Mount Includes 2 Brackets 
& 4 Collar Filler Caps 


Double Mount Includes 1 Bracket 


AB2-18 $449 
18” Wide 


Mid-Mount Kit 

е 2 Double Shelf Brackets 
e | - 34" Posts 

* For Adjoining Shelves 


АВМ2-14 $233 


Green 


АВМ2-18 $275 


Specialty Wire Shelving & Accessories 


WALL MOUNTED SHELVING SYSTEM 


Mounting Hardware Included • Shelves Sold Separately 


Mounting 
Hardware 


5 


aS peu 
ы 
AVAN | 


citer Nese e y er 
ч, 


End Mount Kit Mid-Mount Kit 


For Additional Tiers, Order Larger Posts On Page 150 With EC-50 


Chrome Epoxy Price | Size е 14” Wide 18” Wide Mounting Hardware For Each Post And Use The Following Brackets. 
SINGLE BRACKET "— rer -— 

3 Е » WALL MOUNTED obs inda Md. 
ааа Mount Brackets | Mount Bracket | Hardware 
SB-18 GB-18 185 | 18° зь. SHELVING SYSTEM 

EXPANSION KITS AAB-14 592 ААВМ-14 $119 | • Includes 2 End Mounts 

DB-14 GDB-14 $176 | 14^ 3⁄lbs. . 14" Wide 14" Wide & 1 Mid- Mount Per Post 
GRAS DEG E Ë = e Includes Adjustable Bracket(s) 

I 4 Шы ААВ-18 5105 ААВМ-18 $135 | EC-50$75 

18" Wide 18” Wide 


REPLACEMENT PARTS & ACCESSORIES 


EC-16 


EC-20 


EC-10 


ECAI 
EC-30 EC-15 wr 
= 7 
ЕС-40 
ЕС-5 
ЕС-5 Post Сатр жыны Мин «ұла атады ынан $28 еа. 
ЕС-10 Replacement Leveling Foot.................... 19 ea. 
EC-11 Foot Plate ..... sexe rn rre pre a нана 26 ea. 
EC-15 Chrome Collar Filler Сарв................... 23 /pack 
(For Add-Shelving and Wall Mounted Shelves - 4 per pack) 
EC-16 Plastic Post Cap (4 pair per pack) ............. 20 /pack 
EC-20 Tapered Split Sleeves (4 per pack) ............ 23 /pack 
EC-30 S Hooks for add-shelving (2 pair per pack)...... 34 [pack 
EC-40 Black Label Holder (3" х 1”) ................... 34 ea. 


CASTERS Fon WIRE SHELVING 


5" Swivel Stem Casters (2 w/ Brakes & 4 - Donut Bumpers) 


Load Capacity Is 500 Lbs. Per Set. 


Rubber 


EC-25 $393 
Set of 4 


Poly 


EC-26 $484 
7Set of 4 


THESE CASTERS ARE FOR WIRE SHELVING UNITS ONLY. 
See Page 68 For S/S Worktable Casters. 


ADVANCE ТАВСО WARRANTY 
General Terms for all Advance Tabco items (including those listed below): 


* Warranty applies in the 48 
* ALL WARRANTY WORK М 
warranty only at the sole d 


contiguous United States only 
UST BE AUTHORIZED BY THE FACTORY BEFORE ANY WORK IS PERFORMED. Work performed without prior authorization shall be covered under this 
iscretion of Advance Tabco 


* At no time will expenses to be paid under warranty exceed the original cost of the item 
* Routine maintenance and wear items are not covered by warranty. 


* Repair parts are sent by gr 


ound transportation. Any expedited freight charges will be at the expense of the end user 


* Warranty applies only under conditions of normal use and does not apply to defects which result from negligence, misuse, freight damage, improper installation or accidents. 


* Warranty does not include 
* This warranty is made in li 
purpose are given. 


any coverage for loss of business, damages, freight or other miscellaneous expenses incurred due to the defect or in servicing the unit. 
eu of all other warranties express or implied and no additional warranties express or implied, including one of merchantability or fitness for a particular 


e [f defects are the result of freight or handling damage your first recourse MUST be to notify the delivering freight carrier of the damage. If possible any damage should be noted on the 


delivery receipt at the time of delive 


for paying the freight charges or selecting the carrier). 


гу. Defects due to freight damage should be referred to the freight carrier for correction and compensation (this applies regardless of who was responsible 


* Hot Food and Refrigerated Tables and Drop-Ins are warranted for 12 months from the date of shipment from the factory or 6 months from the date first placed into service (whichever 


comes first) and include the following terms: 


* Applies only to parts direc 


tly related to the electric, gas or refrigeration components of covered items (see below for all other parts) 


“ Covers parts and labor during the warranty period (refrigeration components include labor coverage for 12 months from date of shipment or 3 months from date placed into service, 
with parts covered as described above). Labor performed after hours, as overtime, on weekends or on holidays is not covered by this warranty (end user may authorize and pay such 


expenses directly to service agency if desired) 


* Includes travel up to 100 miles round trip or 2 hours of travel time (additional travel will be at the end users expense) 
° Refrigeration Compressors for Tables and Droplns are eligible for additional optional warranty coverage (if purchased): 
* Must be purchased at the time the covered unit is ordered from the factory 


* Valid for 60 months from t 
e Covers parts only (no labo 


* Excludes the cost of refrigerant 


he date of shipment from the factory 
‚ ho freight). Applies only to the compressor unit 


* Refrigerated underbar equipment (Glass Frosters, Bottle Coolers, Back Bar Refrigeration) is warranted for 24 months from the date of shipment from the factory and 


includes the following terms: 


* Covers parts and labor during the warranty period. Labor performed after hours, as overtime, on weekends or on holidays is not covered by this warranty (end user may authorize 


and pay such expenses directly to service agency if desired) 
* Includes travel up to 100 miles round trip or 2 hours of travel time (additional travel will be at the end users expense) 
* Compressors only are warranted for a total of 60 months parts only (36 months parts after the initial 24 month parts and labor coverage) 


• Ware Washing Machines аге маг 
* Covers parts and labor dur 


anted for 12 months from the date of shipment from the factory and include the following terms: 
ing the warranty period. Labor performed after hours, as overtime, on weekends or on holidays is not covered by this warranty 


* Includes travel up to 100 miles round trip or 2 hours of travel time (additional travel will be at the end users expense) 
Any repairs or service conducted other than by an authorized service agent will void this warranty 


* All Advance Tabco items not mentioned above (including parts not otherwise covered for hot food and refrigerated units) are warranted free of defects in 
workmanship and materials for 90 days from the date of shipment from the factory. Warranty includes parts only (no labor). At Advance Tabco's discretion we may repair or replace the 


defective item. 


TERMS & CONDITIONS 
All previous prices and discounts are hereby withdrawn 


* All prices are F.O.B. factory. 


° All prices, specifications and discounts subject to change without notice. Prices listed herein do not include Federal Excise, Municipal or other use Tax. 


* Orders that are shipped to an active 
* Not responsible for any damage whi 
* Merchandise shipped open account 
* Quotations, unless otherwise stated, 
* Returns: A 30% handling charge wil 
• A 50% handling charge will be appli 


construction site or residential address are subject to additional charges by the carrier. These charges may be applied after shipment. 

e in hands of carrier. Inspect immediately for hidden damage. (For any damage and loss while in transit, promptly file claim against carrier.) 
to those firms furnishing satisfactory credit references. Terms are 1% Discount - 10 days; Net - 30 days. 

are for 60 day acceptance. 

be applied to all authorized returns. Minimum charge $50.00. Equipment older than 90 days is not eligible for returns. 

ed to all unauthorized returns. 


* Orders for special items are not subject to cancellation without our written consent. 
* Our consent must be obtained before defective merchandise is returned. Incoming freight or express charges 
may be collected and exchanged items will be shipped prepaid. 


e On return shipments that we sanctio 
the incoming freight or express char 


n, where orders have been correctly filled out and not defective, 
ges must be prepaid. Credit will then be issued, less a reasonable 


handling charge and less whatever expense is necessary to put goods in salable condition. 

* We are not responsible for any delays in delivery which are beyond our control such as fires, strikes, 
delays in transportation or any contingencies of similar character. 

* All orders subject to acceptance at our office. 

* Possession of price list does not constitute an offer to sell. 

* Minimum charge on all orders is $50.00 NET. 


GENERAL SHIPPING INFORMATION 


1. We reserve the right to ship via carri 
stomers routing if possible. 
2. Unless specified, all orders shipped 


о 


3. All “Drop Shipments” will be shipped “Prepaid & Charge”. 
4. Shipper is not responsible for any unauthorized accessorial charges. All charges will be billed back to customer. 


PREPAID FREIGHT CHARGE 
* Minimum UPS charge = $20.00. 


* Estimated freight charges added to an invoice will include a nominal administrative charge per freight bill. 
ESTIMATED SHIPPING WEIGHTS ARE TO SERVE AS A GUIDE ONLY! 


* Weights are averaged for all models 


vary from those shown. Correct weight will be shown on your Bill of Lading. 


This Price Guide Supersedes May 2022 Price Guide. 


ers that in our opinion are the most efficient. We will follow 


freight collect. 


5 


within a given classification. Actual shipping weights may 
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Selmer, TN 


Јаскѕоп, СА DeKalb, MS DeKalb? MS 


Customer Service Around The Country! 


Corporate Headquarters: 325 Wireless Boulevard | Hauppauge | NY | 11788 


National Manufacturing: Georgia? | Tennessee? | Texas? | Mississippi? | NewYork | Reno | South Carolina 
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